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INSTRUCTIONS 

1.  The  stores  shown  in  this  Section  are  provided  under  VOTE  7D. 

2.  All  alterations  promulgated  by  List  of  Changes  up  to  and  including  para.  C  3375  are 
embodied  in  this  edition. 


3.  Where  the  letter  C  appears  in  place  of  a  List  of  Changes  number,  the  reference  is  to 
List  of  Changes  para.  C  3640,  dated  31st  January,  1949,  which  gives  effect  to  this  edition. 

4.  When  demanding  stores  the  Catalogue  or  Part  Number  with  prefix  letters  and  the 
name  and  quantity  of  the  store  required  must  be  quoted. 

5.  A  list  of  abbreviations,  with  their  explanations,  is  shown  below. 

6.  An  index  to  Catalogue  and  Part  Numbers  will  be  found  at  the  end  of  the  Section. 

7.  Amendments  are  published  separately  in  leaflet  form  and  notified  in  A.C.Is. 


A.A . 

A.C.Is. 

A. F.V.(s) 

Ammn. 
Amp(s). 
App. 
Artv . 

B. A . 

B.C . 

B.S.W. 

Cat . 

Convtd. 

Csk . 

Dia . 

Doz . 

D.P . 

D.P.B. 

Elec . 

Ft . 

H . 

Hex . 

I.D . 

In . 

L . 

Lb . 

L.H . 

L.  of  C. 

L. T . 

M. G . 

Micro . 

Mk.(s)  .... 

M.L . 

Mm . 

M.p.h. 

Mtg.(s) 

No . 

O.M.L. 

Pr . 

Pt . 

Rd . 

Regd . 

R. H . 

S. A . 

S.B.C . 

Sec . 

S. W.G. 

T. P.I . 

V . 

V.A.O.S. 

W . 

Yd(s) . 


ABBREVIATIONS 

....  Anti-aircraft. 

....  Army  Council  Instructions. 

Armoured  fighting  vehicle(s) . 
Ammunition. 

Ampere(s). 

.  Apparatus. 

.  Artillery. 

.  British  Asso  ciation . 

Battery  Commander. 

.  British  Standard  Whitworth . 

....  Catalogue. 

Converted. 

.  .  Countersunk. 

.  Diameter. 

....  Dozen. 

....  Drill  purposes. 

....  Drill  purposes  blank. 

.  Electric. 

....  Foot  or  feet. 

. .  High  sight. 

.  Hexagon. 

....  Inside  diameter. 

....  Inch(es). 

.  Low  sight. 

....  Pound(s). 

....  Left  hand. 

....  List  of  Changes. 

.  Low  tension. 

....  Machine  gun. 

...  Micrometer. 

....  Mark(s). 

....  Muzzle  loading. 

....  Millimetre(s). 

....  Miles  per  hour. 

..  .  Mounting^). 

....  Number. 

....  Ordnance  muzzle  loading. 

.  .  Pounder. 

....  Pint. 

....  Round. 

....  Registered. 

....  Right  hand. 

....  Small  arm. 

Small  bayonet  cap. 

Section  (V.A.O.S.). 

.  Standard  wire  gauge. 

Threads  per  inch. 

....  Volt(s). 

....  Vocabulary  of  Army  Ordnance  Stores. 
....  Watt(s). 

....  Yard(s). 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


o 

CO 

*4  _ 

J*  Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  8.  d. 

Detail. 

L.  of  C. 
Ref. 

Cl/BD  0005 

ADAPTERS,  CONDENSER,  VICKERS 
•303-IN.  M.G.,  MK.  1  . 

each 

0  3  5 

For  fixing  to  condenser  boss  on  Mk.  1  gun  ;  for  use  with  Tubings, 
condenser,  steam,  Vickers  •  303-in.  M.G.,  Mks.  1b  and  3 

A  7791, 

C  2022 

Cl/SM  59 

ADAPTERS,  POLSTEN  20-MM.  M.G. 
CLEANING  ROD,  MK.  1  . 

each 

C  1370 

Cl /MG  11GA 

APPARATUS,  TRAINING,  SPOTLIGHT, 
303-IN.  BREN  M.G.,  CASED,  MK.  1 

each 

Comprising 

1  App.,  training,  spotlight,  •  303-in.  Bren  M.G.,  Mk.  1 

1  Bulb,  6- volt,  H  (Sec.  W2) 

In  Case,  spotlight  training  app.,  Mk.  1  (Sec.  B2) 

Without 

4  Cells,  dry,  X,  Mk.  2  (Sec.  W2)  or  1  Transformer-unit,  Mk.  1 
(Sec.  W2) 

C  2873 

Cl /MG  7GA 

Cl/MG  41A 

Cl /MG  97SA 
Cl/MG  42A 

Cl/MG  4217 

Cl/MG  96SA 

> 

ks 

APPARATUS,  TRAINING,  SPOTLIGHT, 

•303-IN.  BREN  M.G.,  MK.  1  . 

Blocks,  terminal  . 

Bolts,  clamping,  bracket  . 

Brackets  . 

Clamps,  spotlight  projector 

Clips,  trigger  guard  . 

Connectors 

Leads,  contact  screw 

Links 

Plates,  earthing 

Projectors,  spotlight 

Screws,  clamping,  bracket 

Screws,  locking  tubes 

Screws,  link 

each 

each 

each 

each 

each 

each 

0  4  7 

0  4  11 

0  11  9 

0  1  1 

0  0  8£ 

Sec.  B  2  (CR  28SA) 

Sec.  B  2  (CR  29SA) 

Sec.  B  2  (CR  266) 

Sec.  B  2  (CR  278) 

Sec.  B  2  (CR  30SA) 

Sec.  B  2  (CR  262) 

Sec.  B  2  (CR  270) 

Sec.  B  2  (CR  277) 

C  2873 

SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

}  Unit  of 

I  Issue. 

i 

£  .9.  d. 

Cl/MG  10GA 

APPARATUS,  TRAINING,  SPOTLIGHT, 

303-IN.  VICKERS  M.G.,  CASED,  MK.  1 

each 

Cl /MG  8GA 

APPARATUS,  TRAINING,  SPOTLIGHT, 

•303-IN.  VICKERS  M.G.,  MK.  1 

each 

Cl/CA  0803 

Actions,  bell,  6-volt 

each 

0  0  6 

Cl/MG  98SA 

Bands,  gun 

each 

0  3  H 

Cl/MG  4220 

Brackets 

caeh 

0  6  6 

Cl/MG  101SA 

Connectors 

each 

O  I  I  (i 

Links 

Projectors,  spotlight 

Cl/MG  4222 

Rods,  adjusting 

caeh 

O  2  11 

Screws 

Cl/MG  4219 

Band,  gun  . 

each 

0  0  0 

Cl/MG  4223 

Bracket  . 

each 

0  0  10 

Clamping,  switch 

Cl/MG  4224 

Link  . 

caeh 

O  ()  6 

Locking  tubes 

Cl/MG  4228 

Retaining,  sights 

each 

0  0  7f 

Cl/MG  1033 A 

Traversing,  sights 

each 

O  1  0 

Cl/MG  43A 

Sights,  projector 

each 

0  14  (> 

Cl/MG  54A 

Sights,  projector 

each 

Cl/MG  104SA 

Simulators,  sound,  M.G. 

caeh 

3  12  6 

Cl/MG  4231 

Slides,  graduated  stem 

each 

0  2  11 

Strips,  contact,  switch 

Cl/MG  4242 

Lower  . 

eaeli 

0  1  1 

Cl/MG  4243 

Upper 

each 

0  I  1 

Cl/MG  4221 

Washers,  front  and  rear  clamps 

(lOK.  I 

0  1  5 

Detail. 


L.  of  C. 
Ref. 


Comprising  ;  c  2873 

I  App.  training,  spotlight,  •  303-in.  Vickers  M.G..  Mk.  1 
I  Hull),  O-volt,  II  (Sec.  W2) 

In  (  'list*,  spotlight  training  app.,  Mk,  2 
Without 

•I  Cells,  dry,  X,  Mk.  2  (Sec.  W2)  or  1  Transformer-rectifier 
unit,  Mk.  I  (Sec.  W2)  j 


B  3042, 
C  2873 


Sec.  B  2  (UR  2(>(>) 
Sec.  H  2  (UR  30SA) 


See.  B  2  (UR  202) 
Sec.  B  2  (UR  270) 


0  3200 


H-16  Os 


J 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Cl/BH  1331 


Cl/BH  1334 


Cl/BH  1335 
Cl/BH  0995 


Cl/BH  0378 

Cl/BD  0027 


Cl/BD  0028 
Cl/BD  0029 


Ntiotion  ami 
Cat.  or 
•  Part  No. 


Designation. 


Unit  of 
Issue. 


ATTACHMENTS,  COCKING,  20-MM. 
OERLIKON  M.G.,  MK.  1 


ATTACHMENTS, 
POLSTEN  M.G. 
Mk.l 


COCKING,  20-MM. 


Ropes,  cocking 

Mk.  2 


AWLS,  POLSTEN  M.G.,  MK.  1 

BAGS,  ARMOURERS  M.G.,  MK.  1,  EMPTY 

BAGS,  CONDENSER,  STEAM,  VICKERS 
■303-IN.  M.G.,  MK.  1 

BAGS,  SPARE  PARTS  AND  TOOLS, 
M.G.,  EMPTY 
Mk.  2 

No.  2,  Mk.  3 


each 


each 


each 

each 


each 


each 


each 

each 


£  s.  d. 


0  16  9 


I  M  ail. 


L.  of  C. 

Ref. 


0  0  4£ 


0  5  6 


0  17  3 
0  19  3 


Consisting  of 

1  Cocking  plate 

2  Cocking  ropes 

2  Cocking  plate  U-bolts  each  with  2  hex.  nuts  and  2  hex. 
locknuts 

For  Mtgs.,  Universal,  20-mm.  gun,  No.  2,  Mk.  1 

Consisting  of 

1  Cocking  plate 

2  Cocking  ropes 

2  Cocking  plate  U-bolts  each  with  2  hex.  nuts  and  2  hex. 
locknuts 

For  Mtgs.,  Airborne,  20-mm.  gun.  No.  2,  Mk.  2 

Consisting  of 
1  Cocking  plate 

1  Steel  lanyard 

2  Cocking  plate  U-bolts  each  with  2  hex.  nuts  and  2  hex. 
locknuts 

For  Mtgs.,  Universal,  20-mm.  gun,  No.  2,  Mk.  1 

Demand  as  “  Bags,  armourers,  S.A.,  Mk.  1,”  Sec.  B  2  (BC  3016) 

With  carrying  and  closing  straps 
With  leather  details  and  shoulder  strap 


C  1466 


C  1466 


C  1465, 
C  2199 


C  2024 

A  1599 

A  3312 

A  839, 
A  3312 


4 


Section  and 
Cat.  or 
Part  No. 


Cl/BD  0035 
Cl/BH  1302 
Cl/BD  8099 


Cl/BD  0040 


Cl/BD  0041 
Cl/BD  0042 

Cl/BD  0043 
Cl/BD  0044 
Cl/BD  0045 
Cl/BD  0046 

Cl/BD  0047 

Cl/BD  6046 


Cl /BE  6053 
Cl /BE  6065 

Cl/BE  6066 

Cl/BD  7494 


SECTION  C  1  -MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 

Unit  of 
Issue. 

£ 

Sm 

d. 

Detail. 

L.  of  C. 

1 

Ref. 

BALANCES,  SPRING,  M.G.,  MK.  1 

each 

!  o 

4 

0 

BARS,  TOMMY,  20-MM.  UNIVERSAL 
MTG.,  MK.  1 

doz. 

0 

10 

9 

BASES,  “T”,  .303-IN.  M.G.  TRIPOD 

B  3284, 

C  3336 

MTGS.,  MK.  1 

each 

0 

10 

3 

Wood  ;  for  Mk.  4B  tripod  mtgs. 

BELTS,  -303-IN.,  250-ROUND,  MK.  1 

each 

1 

11 

6 

For  Guns,  machine,  Vickers 

A  3312, 

Eyelets 

• 

B  7140 
16140, 

Long  . 

lb. 

0 

5 

0 

25226 

Short  . 

Strips 

Ib. 

0 

5 

0 

Long  . 

1,000 

0 

7 

0 

Short  . 

1.000 

0 

5 

3 

Tangs 

Webbing  . 

gross 

yd- 

0 

0 

9 

0 

0 

8£ 

BELTS,  -303-IN.,  25-ROUND,  D.P . 

each 

0 

2 

3 

For  Guns,  machine,  Vickers,  D.P. 

A  7675 

BELTS,  HAND-FILLING,  STRIPLESS, 

-303-IN.,  MK.  1  . 

BOXES,  BATTALION  SPARES,  BREN 

each 

0 

10 

6 

250-rounds  ;  for  Guns,  machine,  Vickers 

B  7140 

-303-IN.  M.G.,  MK.  1 

Empty 

each 

1 

16 

6 

Filled,  A  . 

Filled,  B  . 

each 

54 

0 

0 

For  10  to  24  M.Gs.  For  Contents  see  Equipment  Tables 
relevant  schedule 

each 

150 

0 

0 

For  25  to  74  M.Gs.  For  Contents  see  Equipment  Tables  relevant 
schedule 

BOXES,  BELT,  BROWNING  -30  IN. 

M.G.,  MK.  1  . 

each 

For  water-cooled  guns 

B  8251 

t  ) 

A 


SECTION  C  1-  MACHINE  GUNS,  MOUNTINGS  AND  APPUHTKNANCES 


Section  and 

Designation. 

Unit  of 

£  8.  d. 

Detail. 

Cat.  or 

Issue. 

Part  No. 

BOXES,  BELT,  VICKERS,  -303-IN.  M.G. 

Cl/BD  0062 

No.  7,  Mk.  1 

each 

0  11  3 

For  one  250-round  belt 

Cl/BD  0063 

No.  8,  Mk.  1  . 

each 

1  2  6 

Cl/BD  0064 

No.  9,  Mk.  1  . 

each 

1  13  9 

For  one  250-round  belt 

BOXES,  DIAL  SIGHT,  VICKERS  M.G. 

Cl/BD  6081 

Mk.  1  . 

each 

1  14  6 

With  web  strap 

Cl/BD  6088 

Mk.  2  . 

each 

0  17  0 

With  wood  fittings  and  web  strap 

Cl/BD  6093 
Cl/CM  566 

Mk.  2*  . 

Straps  . 

each 

each 

0  16  0 

With  wood  fittings  and  web  strap 

BOXES,  LEVEL,  CHECKING,  M.G.  DIAL 

Cl/VE  0013 

SIGHT 

Mk.  1  ....  . 

each 

0  8  3 

With  2  safety  hooks 

Cl/CGB  5154 

C,  Mk.  1A  . 

each 

With  metal  disc 

BOXES,  M.G.  INSTRUMENTS 

Cl/CM  1611 

Mk.  2  . 

each 

With  spring  catch  lock,  web  handle  and  2  Cases,  battery  and 
bulbs,  Mk.  1 

Cl/BD  6034 

Mk.  3  . 

each 

1  7  0 

With  web  handle  and  Case,  battery  and  bulbs,  Mk.  2 

Cl/BE  6094 

BOXES,  MAGAZINES,  BREN  -303-IN. 

M.G.,  MK.  1*  . 

Handles,  carrying 

each 

0  12  9 

For  12  No.  1  magazines 

Cl /BE  9400 

,  each 

10  0  9 

With  6  rivets  and  6  burrs  ;  unassembled 

\,  of  0. 

EUfi 

A  687 S 
A  5878 
A  5878 

B  5106 
B  7469 
B  7468 

B  2420, 
B  5106 
C  1920 

B  7348 
B  7348 

B6713 


/ 


6 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

; 

i 

Cat.  or 
Part  No. 

Designation . 

Unit  of 
Issue. 

j  £ 

s. 

d. 

Detail. 

L.  of  C. 
Ref. 

Cl/BH  0407 

Cl/BD  0093 

BOXES,  MUZZLE  COVERS  AND  SMALL 
SPARES,  20-MM.  POLSTEN  M.G.,  MK.  1 
BOXES,  PATCH,  FIRST  AID,  VICKERS 

t 

j  each 

!  ° 

0 

3 

C  1467 

M.G.,  MK.  1  . 

1  each 

1 

0 

0 

3 

Empty.  With  hinged  lid  ;  for  2  patches 

B  2854 

« 

BOXES,  SMALL  PARTS,  M.G. 

Cl/BD  0095 

Cl /BE  0096 
Cl/BE  0097 

Cl /BE  6063 

No.  1,  Mk.  1 

No.  2,  Mk.  1 

No.  2,  Mk.  2 

No.  4,  Mk.  1  . 

!  each 
each 
each 
each 

i  0 

i  0 

1  0 

0 

0 

0 

0 

0 

9 

H 

H 

3f-i».  x  2  4. in.  x  1^-in. ;  with  sliding  lid 

With  hinged  lid 

3^-in.  x  2£-in.  x  £-in.  ;  with  sliding  lid 

With  hinged  lid 

A  5724 

A  5724 

A  5724 

B  2380 

Cl/BH  1259 

BOXES,  SPARE  PARTS  AND  TOOLS, 
20-MM.  OERLIKON  M.G. 

Empty,  Mk.  1 

each 

5 

2 

0 

Cl/BH  1215 

Filled,  Mk.  1  . 

each 

C  1921 

C  1921 

BOXES,  SPARE  PARTS  AND  TOOLS, 
VICKERS  -303 -IN.  M.G. 

Cl/BD  0099 

Empty,  Mk.  2* 

each 

1 

15 

0 

B  2854, 

Cl/BD  6082 

Catches,  spring,  No.  3 

Empty,  Mk.  3 

each 

1 

14 

6 

See  under  Catches 

C  1604 

Cl/BD  0101 

Filled,  Mk.  2* 

each 

58 

0 

0 

For  Contents,  see  Equipment  Tables  relevant  schedule 

C  1604 

B  2854, 

Cl/CA  0736 

Filled,  Mk.  3 

each 

For  Contents,  see  Equipment  Tables  relevant  schedule 

C  1604 

C  1604 

Cl/BH  1248 

Cl/BE  8804 

BRACKETS,  BREN  M.G.,  NO.  2  20-MM. 
UNIVERSAL  MTG.,  MK.  1 

each 

C  733, 

BRACKETS,  MAGAZINE,  BREN  100-RD., 

C  2199 

MK.  2 . 

each 

0 

4 

B  4876, 

Cl/BE  6080 

Pins,  retaining,  spring 

Springs  . 

each 

0 

0 

4  | 
3  I 

Demand  as  “  Pins,  keep,  split,  £-in.  x  H-in.”  Sec.  Gl  (GA  14002) 

B  8934 

V  j 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

Cl/MG  4090 

BRUSHES,  CLEANING,  BREN  -303-IN. 
M.G.  MAGAZINE,  MK.  1 

each 

Cl/BD  0102 
Cl/BD  4197 

BRUSHES,  OIL,  M.G. 

Mk.  1 

Mk.  2  . 

each 

each 

Cl/BH  1216 

BRUSHES,  OIL,  20-MM.  OERLIKON 
M.G.,  MK.  1  . 

each 

Cl/BE  6120 
Cl/BE  4198 

BRUSHES,  ROD,  CLEANING,  CYLINDER 
Bren  -303-in.  M.G.,  Mk.  1 
-303-in.  M.G.,  Mk.  2  . 

each 

each 

CANS,  CONDENSER,  STEAM 

Cl/BD  0131 

CANS,  HALF-PINT 

Mk.  1  . 

each 

Cl/BD  0132 

Mk.  2 

each 

Cl/BD  0133 

CANS,  OIL,  M.G. 

Mk.  1  . 

each 

Cl/BE  6167 
Cl/BE  6173 

Mk.  3  . 

Washers,  leather 

each 

100 

Cl/BH  1217 

CANS,  OIL,  20-MM.  OERLIKON 

each 

Cl/BD  0136 

CARRIERS,  BELT  BOX,  -303-IN. 

VICKERS  M.G.,  MK.  3 

each 

| 

d. 


Detail. 


0  0  9 


0  0  5 

0  0  5 


0  0  94 


0  0  94 

0  0  3 


0  4  4 

0  2  6 

0  0  11 

0  0  4 
0  18  9 

0  3  5 
0  4  9 


For  use  with  Rod,  cleaning,  cylinder,  Bren  -303-in.  M.G.,  Mk.  2 


With  wood  stem 
With  plastic  stem 


For  Bren  M.Gs. 

Demand  as  “  Cans,  petrol.”  Sec.  LV6-MT  1  (37556) 

For  Guns,  machine,  Vickers 

With  stopper  with  leather  disc,  nozzle,  cap  with  leather  washer 
and  chain  and  two  loops 

With  stopper  with  leather  disc,  nozzle,  cap  with  leather  disc, 
and  chain  with  two  loops 

With  M.G.  milled  head  and  M.G.  oil  brush.  Also  for  A.F.Vsl 
With  screwed  cap  and  brush  and  leather  washer 


L.  of  C. 
Ref. 


For  Mtg.,  tripod,  -303-in.  M.G.,  Mk.  4b 


C  1922 


A  3312 
B  5479 


C  1370 


B  2380 
B  5478, 
C  2732 
A  4200 


A  7347, 
B  9506 
A  3744, 
B  9506 

A  3312, 
B  7345 
B  2380 


C  1921 

B  3200 


■ 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/MG  4087 


Cl/BD  6069 
Cl/SM  3A 

Cl/BD  0160 


Cl/OS  333 

Cl/BE  0150 

Cl/BE  0151 

Cl/BE  0152 

Cl/BE  0153 

Cl/BE  0154 
Cl/BE  0155 

Cl/BE  0156 
Cl/BE  0157 

Cl/BE  0158 
Cl/BE  0159 


Designation. 


CASES,  -303-IN.  BREN  M.G.  SCREWED 
SUPPORT,  MK.  1  . 

CASES,  BATTERY  AND  BULBS 
Mk.  2 

Mk.  3  ....  ;;;;  ;;;;  ;;; 

CASES,  CANS,  303-IN.  M.G.,  MK.  1 


CASES,  M.G.  PLOTTERS,  MK.  1 

CASES,  MOUNTING,  TRIPOD,  BREN 
•303-IN.  M.G. 

No.  1  . 

No.  2  . 

No.  3  . 

No.  4  . 

Battens 

Front 

Rear  . 

Stops 

Left 

Right 

Supports 

Front 

Rear 


Unit  of 
Issue. 

£  8.  d. 

each 

each 

each 

each 

0  17  9 

each 

0  10  3 

each 

1  14  6 

each 

1  8  0 

each 

1 

1  15  6 

i 

each 

1  18  6 

each 

0  1  10 

each 

0  15 

each 

0  0  3 

each 

0  0  3 

each 

0  0  4£ 

each 

0  0  11J 

Detail. 


For  Boxes,  M.G.  instruments,  Mks.  1*,  2*  and  3 
For  Boxes,  M.G.  instruments,  Mks.  1*,  2*  and  3 

With  Straps,  leather,  1-in.  x  45-in.  Sec.  M  3  (MC  8311) 

To  hold  ' 

ha^f  pint  ^  lubricating’  Sec<  F  1  (FA  10902) and  2  Cans, 
or 

4  cans,  oil,  M.G.,  Mk.  1 
For  Plotters,  M.G.,  Nos.  1  and  2,  Mk.  1 


With  fittings 
For  one  mounting 

For  two  mountings 

For  three  mountings 

For  four  mountings 

With  packing  strip 


L.  of  C. 
Ref. 


C  739 


B  7343 

C  1 

A  9233 


B  2996, 
B  5106 

B  2290 


(SO  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Designation. 

Unit  of 
Issue. 

£ 

s.  d. 

Detail. 

L.  of  C. 
Ref. 

Part  No. 

Cl/BD  0168 

CASES,  PEGS,  NIGHT  LINE,  M.G.,  MK.  1 

each 

0 

2  9 

For  two  sets  of  Pegs,  night  line,  M.G.,  Mk.  1 

B  921 

Cl/BD  0169 

CASES,  PROTRACTOR,  RESECTOR,  MK.  1 

each 

0 

9  6 

For  Protractor,  resector,  Mk.  1 

B  3714 

Cl/BH  1256 

CASES,  REFLECTOR,  MIRROR,  20-MM. 
M.G.,  MK.  1  . 

each 

0 

0  7* 

B  9256 

Cl/BD  0161 

CASES,  RULE,  SLIDE,  M.G. 

Mk.  1  . 

each 

0 

3  3 

With  web  shoulder  strap  ;  for  Rule,  slide,  M.G.,  Mk.  1 

A  1325 

Cl/BD  0162 

Mk.  2  . 

each 

0 

3  6 

With  web  shoulder  strap  ;  for  Rule,  slide,  M.G.,  Mk.  1 

A  9393 

Mk.  3 

Cl/BD  0163 

No.  I  . 

each 

0 

4  11 

For  cavalry 

Cl/BD  0164 

No.  2  . 

each 

0 

2  2 

For  infantry 

Cl/BD  6202 

Mk.  4  . 

each 

0 

4  3 

For  Rule,  slide,  M.G.,  Mk.  4 

Cl/BD  0165 

CASES,  SPARE  BARREL  AND  CLEAN¬ 
ING  ROD,  303  IN.  M.G.,  MK.  2 

each 

0 

14  0 

For  Guns,  machine,  Vickers,  -303-in. 

16708 

1 

CASES,  SPARE  PARTS  AND  TOOLS, 
VICKERS  303-IN.  M.G.,  MK.  1** 

With  shoulder  strap  ;  with  2  iron  strengthening  bands 

A  8305 

Cl/BD  0172 
Cl/BD  0173 

Cl/BD  0176 

Empty  . 

Filled  A 

Straps,  shoulder  . 

each 

each 

each 

0 

24 

0 

18  3 

10  0 

4  2 

Including  Wallet,  Vickers  -303-in.  M.G.,  filled.  For  Contents, 
see  Equipment  Tables,  relevant  schedule 

68-in. 

O 

A  9233 

CASES,  SPOTLIGHT  TRAINING  APPARA¬ 
TUS 

Mk.  1 

Sec.  E  2  (SM  8A)  ;  for  App.,  training,  spotlight,  -303-in.  Bren 

M.G.,  Mk.  1  ^ 

'  C  2873 

Cl/MG  49A 

.  Mk.  2  . 

each 

For  1  App.,  training,  spotlight,  -303-in.  Vickers  M.G.,  Mk.  1 

10 


Section  and 
Cat.  or 
Part  No. 

Designation . 

|  Unit  ot 
j  Issue. 

Cl/BD  0192 

CATCHES,  SPRING,  NO.  3 

each 

Cl/BD  0195 

CHAIN,  M.G . 

yd. 

Cl/BD  0200 

CHESTS,  BARREL,  -303 -IN.  M.G.,  MK.  1 

each 

Cl/BD  0202 

B 

each 

Cl/BD  0203 

Battens,  bridged,  middle 

set 

Cl/BD  0204 

Battens,  bridged,  top  and  bottom 

set 

C17BE  6224 

i  CHESTS,  BARREL,  BREN  303-IN.  M.G., 

1  MK.  1 . 

each 

Battens,  grooved 

Cl /BE  6225 

Large  . 

Cftcll 

Cl/BE  6226 

Medium  . 

G*ich 

Cl /BE  6227 

Small  . 

each 

Cl/BE  6228 

Battens,  holed 

each 

CHESTS,  BREN  303-IN.  M.G. 

Cl/BE  6221 

Mk.  1 

each 

Cl/BE  6231  1 

Mk.  1* 

each 

Cl/SM  24A 

Mk.  3 

each 

Cl/BE  6268  i 

CHESTS,  EQUIPMENT,  BREN  100-ROUND 

1 

MAGAZINE,  MK.  1 

each 

£  s.  d. 


0  6  3 

0  0  7£ 

1  13  9 

2  14  0 

0  6  0 
0  1  9 

2  4  6 

0  15 
0  1  1 
0  0  8J 

0  1  1 


2  13  6 
2  18  6 


Detail. 


j  L.  of  C. 
Ref. 


Consisting  of  bottom  plate  with  top  plate,  handle,  latch  and  i 
spring  assembled  and  four  fin.  No.  10  flathead  screws  ;  and  i 
latch  plate  with  four  fin.  No.  8  brass  flathead  screws 
for  Boxes,  spare  parts  and  tools,  Vickers  -303-in.  M.G.,  Mk.  2* 


Without  fittings 


With  fittings  ;  for  50  Vickers  barrels 
8  each  chest 
4  each  chest 


With  fittings  ;  for  18  barrels 


t0  b°M  3  Bren  guns  and  spare  barrels. 


C  2493 
C  2875 


4  3312 

A  3644, 
C  2732 

C  2732 
C  2732 


B  2657 


0  0 


B  2380 
B  3618 
C  2874 


B  4876, 
B  8934 
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SECTION  C  1 — MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

Designation. 

Unit  of 

O  a  A 

Detail. 

L.  of  C. 
Ref. 

Cat.  or 

Part  No. 

Issue. 

X>  8.  (i. 

* 

Cl/SM  13GA 


Cl/BH  1218 
Cl /BH  0382 


CHESTS,  INFANTRY  WEAPONS  EXAMI¬ 
NATION,  NO.  2,  MK.  1 


CHESTS,  20-MM.  OERLIKON  MAGAZINE, 
M.G.,  MK.  1 

CHESTS,  POLSTEN,  20-MM.  M.G.,  MK.  1 


each 


each 

each 


6  18  0 
3  13  0 


Wood;  with  10  blocks  and  5  trays  containing  gauges,  tools 
and  selected  components  to  service — 

Guns,  machine 
Bren,  •  303-in. 

Browning,  -30-in. 

Polsten,  20-mm. 

Vickers,  -303-in.,  Mk.  1 
Mtgs.,  tripod,  M.G.,  Mk.  4b 

60-rounds 

With  rope  handles 


C  3480 


C  1370 
B  9364 


Cl/BD  0220 

Cl/BD  0221 
Cl/BD  0222 


Cl/BD  0225 

Cl/BD  0226 
Cl/BE  0227 

^  Cl/BD  0228 

^  Cl  BD  0229 


CHESTS,  RING,  HOLDING  DOWN,  M.G., 
MK.  1 

CHESTS,  SHIELD,  M.G.,  MK.  1 

CHESTS,  -303  IN.  MK.  4B  TRIPOD 
MOUNTING,  MK.  1 

CHESTS,  VICKERS  OR  LEWIS,  303-IN. 
M.G. 

Mk.  2,  “  A  ”  . 

Mk.  3 

“  A  ”  . 

“B”  . 

Hasps  .  . 

Turnbuckles 


each 

each 

each 

each 

each 

each 

doz. 

doz. 


1  17  6 


For  2  rings 


A  9233 


1  10  0 


A  3312 


2  12  0 


For  spare  parts 


A  3312, 
C  3336 
A  3645 


3  13  0 

3  6  0 

3  6  0 

0  5  6 

0  4  11 


Fitted  in  addition  to  take  Jack,  assembled  to  barrel  of  Lewis 
M  G 

Also  for  Chests,  Bren  -303-in.  M.G.,  Mks.  1  and  1*,  and  Chests, 
Besa  (Sec.  C  2) 

Also  for  Chests,  Bren  -303-in.  M.G.,Mks.  1  and  l*,and  Chests, 
Besa  (Sec.  C  2) 


B  2210 
B  2210 

A  9233, 
C  2732 
A  9233, 
C  2732 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

CLEANERS,  GAS  REGULATOR,  BREN 

•303-IN.  M.G. 

Cl/BE  6456 

Mk.  1  . 

set 

0  7  3 

Cl/BE  6459 

Rings,  round 

Cl/BE  9624 

Mk.  2  . 

set 

0  3  9 

Cl/BE  6460 

Rings,  oval 

Reamers 

Cl/BE  9587 

No.  1  . 

each 

0  0  4 

Cl/BE  9588 

No.  2  . 

each 

0  0  4 

Cl/BE  9589 

No.  3  . 

each 

0  0  4 

Cl/BE  9590 

No.  4  . 

each 

0  0  4 

Cl/BE  9591 

No.  5  . 

each 

0  o  4} 

Cl/BE  9625 

No.  6  . 

each 

0  0  3J 

Cl/BE  9626 

No.  7  . 

each 

0  0  4 

Cl/BE  9627 

No.  8  . 

each 

0  0  4| 

CLINOMETERS,  VICKERS  -303-IN.  M.G. 

Cl/VE  0066 

Mk.  1  . 

each 

9  9  0 

Cl/OS  331 GA 

Mk.  2  . 

each 

9  16  0 

Cl/VE  0068 

Cases,  Mk.  2 . 

each 

0  13  3 

Springs 

Cl/BH  0406 

CONTAINERS,  CLEANING  BRUSH,  MK.  1 

each 

0  0  1J 

Cl/BH  0445 

COUPLINGS,  20-MM.  GUN,  UNIVERSAL 

MTG.,  MK.  1  . 

each 

0  12  9 

Detail. 


L.  of  C. 
Ref. 


Consisting  of  round  ring  with  Reamers,  Nos.  1,  2,  3,  4  and  5  B  3285 

1  J-in.  dia. ;  commercial  key  ring  ;  to  be  provided  locally 

■ 

Consisting  of  oval  ring  with  Reamers,  Nos.  1,  5,  6,  7  and  8  B  3285 

If -in.  x  £-in. ;  commercial  key  ring ;  to  be  provided  locally 

•  102-in.  dia.  for  Mks.  1  and  3  gas  regulators 
•117-in.  dia.  for  Mk.  1  gas  regulator 
•130-in.  dia.  for  Mk.  1  gas  regulator 

•  140-in.  dia.,  for  Mk.  1  barrel  and  Mk.  1  gas  regulator 

•  165-in.  dia. ;  for  barrel  sleeve  and  gas  block 
•119-in.  dia. ;  for  Mk.  3  gas  regulator 

•  134-in.  dia. ;  for  Mk.  3  gas  regulator 

•  148-in.  dia. ;  for  Mks.  1*  and  2  barrels  and  Mk.  3  gas  regulator 


In  leather  case  with  shoulder  strap 
In  leather  case  with  shoulder  strap 
With  shoulder  strap 

Demand  as  “Spring’s,  clinometer,  No.  1,  Mk.  1,”  Sec.  V6 
(OS  11829) 

For  Polsten  20-mm.  gun 

Consisting  of  bolt,  ring,  shaft  and  spring ;  for  airborne  forces 


20814, 
B  5106 
A  7266, 
B  5106 
20814, 
B  5106 


B  9366, 
C  1371 
C  420, 
C  2199 


(SO  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


o _ _ 

o 

Section  and 
£  Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£ 

s. 

d. 

Detail. 

L.  of  C. 
Ref. 

Cl /DA  5152 

COVERS,  GUN,  BREN 

each 

0 

9 

9 

With  quick-release  fittings,  buckles  and  straps 

B  2213, 

C  424 

Cl/SM  53 

COVERS,  MK.  2  NO.  2  20-MM.  GUN 
AIRBORNE  MTG.,  MK.  1 . 

each 

2 

10 

6 

With  straps  and  ruby  reflector 

C  2198 

Cl/EH  1246 

COVERS,  MUZZLE,  CELLULOSE  ACE¬ 
TATE,  TRANSPARENT,  TYPE  NO.  4  .... 

each 

0 

0 

For  Guns,  machine,  Oerlikon,  20-mm. 

C  1921 

Cl/MG  4431 

COVERS,  MUZZLE,  20-MM.  M.G.,  MK.  1 

each 

For  Guns,  machine,  Polsten,  20-mm. 

C  3103 

Cl/BH  0404 

COVERS,  MUZZLE,  POLSTEN  20-MM. 
M.G.,  MK.  1  . 

each 

C  1467 

Cl/MG  4096 

COVERS,  NO.  3  20-MM.  TRIPLE  MTG., 
MK.  1  . 

each 

With  web  straps  and  brass  handles 

C  2132 

Cl/BH  1445 

COVERS,  OERLIKON/POLSTEN,  UNIVER¬ 
SAL  NO.  2  MK.  1  MTG.,  MK.  1 

each 

1 

1 

6 

C  1184, 

C  2199 

Cl/MG  4097 

COVERS,  SIGHT,  NO.  3  20  MM.  TRIPLE 
MTG.,  MK.  1 . 

each 

C  2129 

Cl/SM  114 

CUSHIONS,  SEAT 

Mk.  2  20-mm.  gun  airborne  mtg.,  Mk.  1 

each 

Coil  sprung  with  leather  straps 

C  2198, 
C  2316 

Cl/MG  4188 
Cl/MG  4189 
^  Cl/BH  1441 

Loader,  No.  3  20-mm.  triple  mtg.,  Mk.  1 
Operator,  No.  3  20-mm.  triple  mtg.,  Mk.  1 
20-mm.  universal  mtg.,  Mk.  1  . 

each 

each 

each 

6 

18 

0 

Coil  sprung  with  leather  straps 

With  leather  straps 

C  2129 

C  2129 

B  9872 

05  Cl/BD  0247 

DEFLECTORS,  BLAST,  VICKERS  -303-IN. 
M.G.,  MK.  1  . 

each 

0 

18 

9 

B  3201 

14 


Section  and 

Cat.  or 
Part  No. 


Cl /EE  9780 
Cl /BE  9781 

Cl /BE  9536 
Cl/BE  9786 
Cl /BE  9787 
Cl/BE  9788 
Cl/BE  9789 


Cl/BH  1224 
Cl/BH  0380 

Cl/BD  6369 


Cl/BE  898S 


Cl/BD  8989 


SECTION  C  1  -MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

DEFLECTORS,  CARTRIDGE  CASE, 
BREN  -303-IN.  M.G. 

Mk.  1 

Bags,  Mk.  1 


Mk.  2 

Bags,  Mk.  2 
Catches 
Frames,  Mk.  2 
Springs,  catch 


DRIFTS 

Copper,  20-mm.  Oerlikon  M.G.,  Mk.  1 
Polsten,  M.G.,  Mk.  1 

ELIMINATORS,  FLASH  AND  BLAST 
DEFLECTOR,  VICKERS  -303-IN.  M.G., 
MK.  1  ... 

EQUIPMENTS,  BREN  100-RD.  MAGA 
ZINE,  MK.  1 


each 

each 

each 

each 

each 

each 

each 


each 

each 


each 

each 


BS  roBES,c"TS-  •*«.  i  ^ 


1  9  6 

0  11  3 

0  17  0 
0  11  3 
0  0  6 
0  11  0 
0  0  4£ 

0  0  3 
0  0  8 


3  2  9 


Complete 

Complete 


15  10  0  j  Comprising 

I  Bracket,  magazine,  Bren  100-rd.,  Mk.  2  l 

i  Chest,  equipment,  Bren  100-rd.  magazine,  Mk.  1  1 

I  Handle,  winding,  Bren  100-rd.  magazine,  Mk.  1  1 

Holder,  filling  and  winding,  Bren  100-rd.  magazine,  Mk.  1  1 

!  Magazines,  Bren  100-rd.,  Mk.  1  4 

16  10  0  j  Comprising 

|  Clinometer,  Vickers  -303-in.  M.G.,  Mk.  1  or  Mk.  2  1 

!  Clinometers,  Vickers  -303-in.  M.G.,  case,  Mk.  2  1 

Foresight,  bar,  deflection,  Mk.  1  j 

1  Lamp,  aiming,  M.G.,  Mk.  3  1 


L.  of  C. 
Ref. 


C  1921 
C  2024 


B  4052 

B  4876, 
B  8934 


(SO  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


EQUIPMENTS,  FORESIGHTS,  BAR, 
DEFLECTION — con  tinned 


Cl /BB  8987  EQUIPMENTS,  SIGHTS,  DIAL,  M.G. 


each 


Cl /BE  6364 

Cl/BE  6367 
Cl/BE  9750 
Cl/BE  9751 
Cl/BE  9752 
Cl/BE  9753 
Cl/BE  9754 

,  Cl/BE  9755 
Cl  /BE  9756 
Cl  /BE  9757 


FILLERS,  MAGAZINE,  BREN  303-IN. 
M.G. 

Mk.  1 

Mk.  2 

Bolts,  separator,  cartridge 
Catches,  magazine 

Handles,  operating  . 

Levers,  operating 

Nuts,  bolt,  cartridge  separator 

Pins,  axis 

Catch,  magazine  . 

Handle,  operating 
Plates,  bottom 


31  10  0 


Comprising — continued 
Post,  aiming,  M.G.,  Mk.  3 
Post,  zero,  M.G.,  Mk.  1 
Pouch,  foresight,  bar,  deflection,  Mk.  2 
Siahf,  night,  back,  Vickers  -303-m.  M.G.,  Mk.  2 
Sight,  night,  fore,  Vickers  •  303-in.  M.G.,  Mk.  1 

Comprising  _ 

Box,  dial  sight,  Vickers  M.G.,  Mk.  1  or  Mk.  2 

*Lamp,  aiming,  M.G.,  Mk.  3 

Level,  checking,  M.G.,  dial  sight  Mk.  1 

*Post,  aiming,  M.G.,  Mk.  3 

Post,  zero,  M.G.,  Mk.  1 

Sight,  dial,  M.G.,  Mks.  1*,  3  or  4 

Bubble,  spirit,  glass  “  L,”  Mk.  1  (spare)  (Sec.  V  6) 

*  For  every  2  guns 


each 

1  18  6 

each 

2  3  6 

each 

0  3  5 

With  nut 

each 

0  2  11 

With  pin 

each 

0  2  8 

each 

0  2  11 

each 

0  0  3 

j 

each 

0  0  1| 

1 

1 

each 

0  0  1J 

! 

each 

0  1  8 

|  ! 

B  0863 


B  2380 
B  2753 
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SECTION  C  1— MACHINE  GUNS, 


Section  and 
Cat.  or 
Part  No. 

Designation. 

Unit  of 
Issue. 

£  8. 

Cl  /BE  9758 

FILLERS,  MAGAZINE,  BREN  303-IN. 
M.G. — continued 

Mk.  2 — continued 

Screws 

Axis,  operating  lever  .... 

each 

0  0 

Cl /BE  9759 

Plate,  bottom  .  .. 

each 

0  0 

Cl/BE  9760 

Separators,  cartridge 

Springs 

each 

0  8 

Cl/BE  9761 

Bolt,  cartridge  separator 

each 

0  0 

Cl/BE  9762 

Catch,  magazine 

each 

0  3 

Cl/BE  9763 

Stops,  magazine  . 

each 

0  3 

Cl/BD  0260 

FILLERS,  M.G.,  MK.  1  . 

each 

0  5 

Cl/BD  0261 

Clips . 

doz. 

0  3 

Cl/BD  0262 

Screws,  clip . 

doz. 

0  0 

Cl/BD  0270 

FORESIGHTS,  BAR,  DEFLECTION,  MK.  1 

each 

2  13 

Cl/BD  0271 

Pins,  retaining,  screw  fixing  bar . 

100 

0  17 

Cl/BD  0272 

Screws,  fixing,  bar . 

100 

2  11 

Cl/BD  0273 

Screws,  stop  . 

100 

1  3 

Cl/BD  0274 

Screws,  wing,  clamp,  sliding  sight . 

doz. 

0  8 

Cl/BD  0275 

Sights,  sliding  . 

each 

1  2 

Cl/BD  0276 

Studs,  spring  . 

FRAMES,  LOADING,  20-MM.  OERLIKON 
MAGAZINE 

each 

0  3 

Cl/BH  1226 

Mk.  1 

each 

1  3 

Cl/BH  2359 

Mk.  2  . 

FRAMES,  TRAINING 

each 

Cl/BE  6845 

Single,  A.A.  sights,  Mk.  1 . 

Target 

each 

Cl/BE  6846 

Fixed,  A.A.,  Mk.  1  . 

each 

Cl/BE  6847 

J 

Revolving,  A.A.,  Mk.  1 

each 

MOUNTINGS  AND  APPURTENANCES 


d. 

Detail. 

L.  of  C. 

Ref. 

2-h 

2i 

0 

H 

0 

With  2  rivets 

2 

With  pin 

0 

7 

For  petrol  can  condenser  of  Gun,  machine,  Vickers,  •  303-in.,  Mk.  1 

A  3312 

6 

With  nut  and  2  washers 

0 

6 

For  Guns,  machine,  Vickers,  -303-in.,  Mk.  1 

A  3312 

6 

With  cross-pin,  assembled 

6 

6 

3  per  sight ;  2  for  bar  and  1  for  fixing  spring  stud 

6 

0 

With  clamp  wing  screw 

0 

For  R.H.  magazines  only 

For  L.H.  and  R.H.  magazines 

C  1370 

C  2314 

B  7242 

> 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Designation. 

Unit  of 
Issue. 

£ 

8. 

d . 

Detail. 

L.  of  C. 
Ref. 

Part  No. 

FRAMES,  TRAINING — continued 

each 

Cl/BE  6848 

Twin,  A.A.  sights,  Mk.  1 

GAUGES,  ARMOURERS 

Cl/SM  6 

Firing  pin  protrusion 

No.  1,  Mk.  1  . 

each 

0 

2 

8 

Limits  H  1-6  mm. ;  L  1-3  mm.  ;  for  Gun,  machine,  Oerlikon, 
20-mm. 

C  2315, 
C  3298 

C1/SM7 

Cl/SM  188 

No.  2,  Ms.  1  . 

No.  3,  Mk.  1  . 

each 

each 

0 

0 

2 

11 

8 

9 

Limits  H  •  066-in. ;  L  -056-in. ;  for  Gun,  machine,  Polsten, 
20-mm . 

Limits  H  -045-in.  L  -040-in. ;  for  Gun,  machine,  Bren,  •  303-m. 

C  2315, 
C  3298 

B  2380, 
C  3298 

Cl/SM  181 

No.  6,  Mk.  1  . 

each 

0 

6 

6 

Limits  H  -068-in.  L  -056-in. ;  for  Gun,  machine,  Vickers,  -303-in. 

C  3298 

Cl/SM  291 

Headspace,  -07-in.,  Mk.  1 . 

each 

Reject;  for  Guns,  machine,  Bren,  -303-in.,  Mks.  1,  2  and  3 
when  fitted  with  oversize  locking  shoulders 

C  3083 

Cl/SM  8 

Plate  chamber  lead,  Mk.  1 

each 

0 

11 

3 

Form  ;  for  barrels  ;  for  Guns,  machine,  Oerlikon  and  Polsten, 
20-mm. 

C  2315, 
C  3298 

Cl/SM  74 

Plug 

-306-in.,  No.  1,  Mk.  1 . 

each 

0 

10 

9 

For  checking  •  303-in.  barrel  wear 

C  421, 

C  3298 

Cl/SM  2 

-7854-in.,  Mk.  1  . 

each 

0 

19 

0 

Low  limit  for  provisional  condemnation  ;  for  barrels,  Guns, 
machine,  Oerlikon  and  Polsten,  20-mm. 

C  2315, 
C  3298 

Cl/SM  1 

-788-in.,  Mk.  1 . 

each 

0 

19 

0 

Accept,  barrels;  Guns,  machine,  Oerlikon  and  Polsten,  20-mm. 

C  231o, 
C  3298 

Cl/SM  3 

-794-in.,  Mk.  1 . 

each 

0 

19 

0 

Condemning  limit  of  wear  for  barrels.  Guns,  machine,  Oerlikon 
and  Polsten,  20-mm.  . 

C  2315, 
C  3298 

Cl/SM  5 

Rod,  measuring,  Mk.  1 

each 

0 

19 

0 

Threaded;  for  use  with  Gauge,  armourers,  plug,  -794-in.; 
Guns,  machine,  Oerlikon  and  Polsten,  20-mm. 

C  2315, 
C  3298 

Cl/SM  9 

Sear,  No.  1,  Mk.  1 . 

each 

0 

10 

3 

Plate  ;  for  checking  minimum  height  of  sear  and  form  of  bent 
when  assembled  in  firing  mechanism  ;  for  Gun,  machine. 

C  2315, 

|  C  3298 

Polsten,  20-mm. 

i 
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SECTION  C  1 — MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation . 


Cl/SM  203 

GAUGES,  ARMOURERS — continued 
Selected 

No.  2  firing  pin,  -303-in.  Vickers 
M.G.,  Mk.  1  . 

Cl/SM  202 

No.  2  LEFT  EXTRACTOR  LEVER,  -303-IN. 
Vickers  M.G.,  Mk.  1  ... 

Cl/SM  201 

NO.  2  RIGHT  EXTRACTOR  LEVER,  -303-IN. 

Vickers  M.G.,  Mk.  1  . 

Cl/SM  7A 

Sear,  -303-in.  Vickers  M.G.,  Mk.  1 

Cl/SM  205 

Trigger,  -303-in.  Vickers  M.G.,  Mk.  1 

Cl/SM  204 

Tumbler,  -303-in.  Vickers  M.G.,Mk.1 

Unit  of 
Issue. 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


each 

each 

each 

each 

each 

each 


Tor  reference  when  checking  existing  components  on  assembly 

Por  reference  when  checking  existing  components  on  assembly 

For  reference  when  checking  existing  components  on  assembly 
With  spring  ;  for  reference  when  checking  existing  components 
on  assembly 

For  reference  when  checking  existing  components  on  assembly 
lor  reference  when  checking  existing  components  on  assembly 


C  3298 

C  3298 

C  3298 
C  3298 

C  3298 
C  3298 


Cl/SM  182 
Cl/SM  178 
Cl/SM  172 

Cl/SM  177 
Cl/SM  186 
Cl/SM  183 
Cl/SM  180 

Cl/SM  164 


|  GAUGES,  INSPECTORS 
|  Cartridge  head,  07-in.,  Mk.  1 

Headspace,  058-in.,  Mk.  1 

Level,  spirit,  Mk.  1 

Plate 

Profile  and  depth,  Mk.  1 
•556-in.  and  -436-in.  Mk.  1 

•627-in.,  Mk.  1  . 

4-445-in.  and  4-438-in . 

Plug 

•088-in.,  Mk.  1  . 


each 

each 

each 

each 

each 

each 

each 

each 


Reject ;  for  extractor  cartridge  grooves  ;  for  Gun,  machine, 
Vickers,  •  303-in. 

Also  for  checking  cartridge  seating  of  gib  ;  for  Gun,  machine, 
Vickers,  •  303-in. 

For  checking  alignment  of  barrel  and  breech  casing  :  for  Gun 
machine,  Vickers,  -303-in. 


C  3298 
C  3298 
C  3298 


For  checking  barrel  bullet  lead  ;  for  Gun,  machine,  Vickers, 
•303-in. 

Reject ;  dia.  of  joint  pins,  also  between  crosshead  ;  for  Mt<*  , 
tripod,  -303-in.  M.G.,  Mk.  4b 

Reject;  dia.  of  barrel  at  muzzle  bearing;  for  Gun,  machine, 
Vickers,  -303-in. 

Overall  length  of  assembled  lock;  for  Gun,  machine,  Vickers, 
•  303-in . 


C  3298 
C  3298 
C  3298 
C  3298 


Reject ;  dia.  of  firing  pin  hole  ;  for  Gun,  machine,  Vickers, 
•303-in. 


C  3298 


n 


4 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Cl/SM  179 
Cl/SM  75 
Cl/SM  185 
Cl/SM  184 
Cl/SM  187 
Cl/SM  175 


Section  and 
Cat.  or 

Part  No. 

" 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C. 
Ref. 

— - - - — 

I 

1 

GAUGES,  INSPECTORS — continued 
Plug — continued 

•303-in.  and  *253-in.,  Mk.  1 

•306-in.,  No.  2,  Mk.  1 

•45-in.  and  -445-in.,  Mk.  1 

•565-in.,  Mk.  1 

•567-in.,  Mk.  1 

•64-in.,  Mk.  1 


each 

each 

each 

each 

each 

each 


Reject ;  tumbler  and  trigger  axis  pin  holes  in  lock  casing  ;  for 
Gun  machine,  Vickers  •  303-in. 

Consisting  of  plug  and  handle;  for  checking  barrel  wear; 

Gun,  machine,  Vickers,  -303-in.,  Mk.  1  using  Mk.  8Z  ammn. 
Reject;  dia.  of  elevating  joint  pin  holes;  for  Gun,  machine, 
Vickers,  -303-in.  and  Mtg.,  tripod,  -303-in.  M.G.,  Mk.  4b 
Reject ;  dia.  of  crosshead  joint  pin  holes  ;  fo* 

Vickers,  -303-in.  and  Mtg.,  tripod,  -303-m.,  M.G.,  Mk.  4b 
Reject ;  dia.  of  left  crosshead  joint  pin  holes  ;  for  Mtg.,  tripod, 
•303-in.  M.G.,  Mk.  4b 

Reject ;  muzzle  attachment  gland  ;  for  Gun,  machine,  Vickers, 


C  3298 

C  734, 
C  3298 
C  3298 

C  3298 

C  3298 

C  3298 


Cl/SM  176 
Cl/SM  173 
Cl/SM  174 


Plug,  compound 

•  167-in.  by  3-060-in.,  Mk.  1 

•306-in.  and  -3027-in.,  Mk.  1 
Sleeve,  plug,  Mk.  1 


each 

each 

each 


Reject ;  buah  in  Mk.  2  D.P.B.  barrels  ;  for  Gun,  machine, 
Vickers,  -303-in. 

Alignment  of  muzzle  attachment  with  bore  of  barrel ;  toi  Gun, 
machine,  Vickers,  -303-in.  OA„  .  , 

For  use  with  Gauge,  inspectors,  plug,  compound,  -30b-in.  and 
•3027-in.,  Mk.  1  ;  Gun,  machine,  Vickers,  -303-in. 


C  3298 
C  3298 
C  3298 


Cl/SM  290 
Cl/SM  117 


Cl/BD  8914 

Cl/BD  8910 
Cl/BD  8911 
Cl/BD  8913 


Straightedge,  8-in. 

Mk.  1  .  each 


Mk.  2 


each 


GAUGES,  303  IN.  M.G.  TRIPOD  MOUNTING 
Crosshead,  plug,  plain,  -561  -in.  dia.  of 
joint  pin  hole,  Regd.  No.  2509 
Cylinder,  Regd.  No.  2500 
Cylinder,  Regd.  No.  2500A1 
Featherway,  Regd.  No.  251 0A 


each 

each 

each 

each 


1 


■  For  Mk.  4b  tripod  mtg. 


C  735, 
C  3298 
C  735, 
C  3298 


C  3336 
C  3336 
G  3336 
C  3336 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl /BE  8176 
Cl/BE  4160 
Cl/CA  0845 
Cl/BH  0567 
Cl/BE  8190 
Cl/BH  0435 
Cl/CA  0841 
Cl/BE  8192 


Cl/CA  0842 
Cl/BE  8191 


Cl/CA  0843 


Cl/BE  9417 
Cl/BE  4112 


- -  aic  tuuuiii 

GUNS,  MACHINE,  BREN,  303-IN. 
Backsights 

Mk.  1  . 

Mk.  2  .  ’**’ 

Balls,  mounting  pin 


each 

each 


3  5  6 
2  2  0 


Assembled 

For  Mk.  1  gun 

For  Mks.  2,  2/1  and  3  guns 

Bi°ycles»  Mk-  5— Balls,  anti-friction,  J-in.”  Sec.  C  3 

(rSf  U17o) 


Designation. 

Unit  of 
Issue. 

£  s. 

d. 

Detail. 

GUNS,  MACHINE,  BREN,  303-IN.,  MK.  1 

each 

44  0 

0 

GUNS,  MACHINE,  BREN,  -303-IN.,  MK.  2 

each 

51  0 

0 

GUNS,  MACHINE,  BREN,  -303-IN.,  MK. 
2/1  . 

each 

GUNS,  MACHINE,  BREN,  -303-IN.,  MK.  3 

each 

47  10 

0 

GUNS,  MACHINE,  BREN,  -303-IN.,  D.P., 
GUNS,  MACHINE,  BREN,  -303  IN.,  D.P., 

each 

• 

MK.  2 .  . 

each 

GUNS,  MACHINE,  BREN,  -303-IN.,  D.P., 
MK.  3  _ 

each 

GUNS,  MACHINE,  BREN,  303-IN., 
SKELETON,  MK.  1  .... 

GUNS,  MACHINE,  BREN,  -303-IN.,  D.P., 
MKS.  1  AND  2 

28  0 

0 

each 

Barrels,  D.P.,  Mk.  1/1,  assembled 

each 

3  3 

0 

Barrels,  D.P.,  Mk.  2,  assembled  . 

each 

GUNS,  MACHINE,  BREN,  -303-IN.,  D.P., 
MKS.  1,  2  AND  3 

Barrels,  D.P.,  Mk.  4,  assembled  . 

each 

1 

L.  of  C. 
Ref. 


B  2380, 
C  422 
B  4877, 
C  422 

C  3563 
C  422 


C  3240 
C  3240 
C  3240 
C  3481 


C  3240 
C  3240 


C  3240 


C  2178 


21 


SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


£  5.  d. 


Detail. 


L.  of  C. 
Ref. 


Cl/BE  8177 
Cl/BE  9702 
Cl/BE  4161 
Cl/BH  0557 

Cl/BE  9418 
Cl/BE  9643 
Cl/BE  9380 


Cl/BE  9719 
Cl/CA  0437 
Cl/BE  9413 
Cl/BE  9644 
Cl/CA  0438 
Cl/BE  9420 
Cl/BE  9645 
Cl/BH  0437 
Cl/BE  9419 
Cl/BE  9646 
Cl/BH  0438 
Cl/BE  9421 
Cl/BE  9647 
Cl/BH  0439 
Cl/BE  9414 
Cl/BE  9648 
Cl/BH  0440 
Cl/BE  8236 
Cl/BH  0441 
Cl/BE  8237 
Cl/CA  0439 


GUNS,  MACHINE, 

continued 

Barrels 

Mk.  I 
Mk.  1* 

Mk.  2 
Mk.  4 

Bipods 
Mk.  1 
Mk.  2 
Mk.  3 

Blades,  foresight 

•25-in.,  Mk.  2 
•25-in.,  Mk.  3 
•28-in.,  Mk.  1 
•28-in.,  Mk.  2 
•28-in.,  Mk.  3 
•31-in.,  Mk.  1 
•31 -in.,  Mk.  2 
•31-in.,  Mk.  3 
•34-in.,  Mk.  1 
•34-in.,  Mk.  2 
•34-in.,  Mk.  3 
-37-in.,  Mk.  1 
•37-in.,  Mk.  2 
•37-in.,  Mk.  3 
•40-in.,  Mk.  1 
•40-in.,  Mk.  2 
•40-in.,  Mk.  3 
•43-in.,  Mk.  2 
•43-in.,  Mk.  3 
•46-in.,  Mk.  2 
•46-in.,  Mk.  3 


BREN, 


•303-IN. 


each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


6  8  0 
6  2  0 
6  1  0 


Assembled 

For  Mk.  1  gun 

For  Mks.  1,  2  and  2/1  guns 

For  Mks.  1  and  2  guns 


4  18  0 
0  18  6 


Assembled 

For  Mks.  1,  2  and  2/1  guns 
For  Mks.  2/1  and  3  guns 


0  2  3 


0  2  3 
0  2  3 


For  Mks.  1  and  2  guns 


0  2  0 
0  2  3 


For  Mks.  1  and  2  guns 


0  111  For  Mks.  1  and  2  guns 

0  2  3 
0  1  10 

0  111  For  Mks.  1  and  2  guns 

0  2  3 


0  1  11 
0  2  3 


For  Mks.  1  and  2  guns 


0  2  8 

0  3  1 

0  2  10 


C  2178 
C  2178 
C  2178 


C  1606 
C  1606 
C  1606 
B  9147, 
C  917 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

1  - - 

Detail. 

~  - - - - - - - - 

L.  of  C. 
Ref. 

GUNS,  MACHINE,  BREN,  -303-IN.— 

continued 


Cl/BE  9428 


Blocks,  breech 


each 


5  2  0 


Assembled 


Cl/BE  9149 


Blocks,  gas,  Mk.  2  ... 


each 


1  2  3 


For  Mk.  3  gun 


Cl/BE  9422 

Cl/BE  9423 
Cl/BE  4113 

Cl/BE  9389 
Cl/BE  9424 
Cl/BE  9359 
Cl/BE  4114 
Cl/BE  9426 
Cl/BH  0519 

Cl/BE  9427 
Cl/BE  4115 
Cl/BE  9387 
Cl/BE  9394 
Cl/BE  9429 
Cl/BE  9430 

Cl/BE  9416 
Cl/BE  9649 
Cl/BE  9431 
Cl/BE  9432 

Cl/BE  9433 
Cl/BE  9650 


Brackets,  bipod,  Mk.  1 
Brackets,  butt 

Mk.  1  . 

Mk.  2 

Mk.  3 

Brackets,  catch,  butt  plate,  Mk.  1 
Brackets,  foresight,  Mk.  3 
Brackets,  swivel,  Mk.  1 
Buffers,  plate,  butt,  Mk.  1 
Buffers,  piston 
Butts 

Mk.  3  . 

Mk.  2  . 

Mk.  4 
Mk.  4 

Cams,  backsight,  Mk.  1 
Caps,  tube,  return  spring,  Mk.  1 
Catches,  cover,  ejection  opening 

Mk.  1  . 

Mk.  2 

Catches,  handle,  carrying 
Catches,  leg,  bipod 
Catches,  magazine 
Mk.  1 
Mk.  2 


^  each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  7  6 

1  3  6 

1  0  6 

0  8  6 
0  2  6 


0  1 
0  1 


I  12  6 
0  9  3 


0  6  0 
0  3  8 


0  7  0 
0  10  9 


With  mounting  pin  and  retaining  screws  ;  for  Mk.  1  gun 
With  mounting  pin  and  retaining  screws;  for  Mks.  ],  2  and 
2/1  guns 

For  Mk.  1  gun 
For  Mk.  3  gun 

Assembled ;  for  Mks.  1,  2  and  2/1  guns 
For  Mk.  1  gun 

Assembled  ;  for  Mk.  1  gun 
Assembled  ;  for  Mks.  1  and  2  guns 
Assembled 

With  nut  and  split  keep  pin,  -fo-in.  x  |-in. ;  for  Mk.  1  gun 
ror  Mk.  1  gun 

For  Mks.  1,  2  and  2/1  guns 
With  pin 


C  3239 


C  3239 
C  3239 


C  1606 


V 


1 


7 


Designation. 


Unit  of 
Issue. 


Section  and 
Cat.  or 
Part  No. 


Cl/ BE  9415 

Cl/BE  8219  i 
Cl /BE  6920  i 
Cl/BE  9434 
Cl/BE  9435 
Cl/BE  9436 
Cl/BE  9183 
Cl/BE  8169 
Cl/BE  8217 

Cl/BE  9438 
Cl/BE  9651 
Cl/BE  9439 
Cl/BE  9440  1 
Cl/BE  9441 
Cl/BE  9442 
Cl/BE  6903 
Cl/BE  9356 
Cl/BE  9443 
Cl/BE  9476 
Cl/BE  8178  ; 

Cl/BE  8222  t 
Cl/BH  0518 

Cl,  BE  9444 
Cl/BE  4117 

Cl/BE  9448  I 


GUNS,  MACHINE,  BREN,  -303-IN  — 

continued 

Catches,  nut,  barrel 

Mk.  1 

Mk.  2  . •  . 

Mk.  3  . 

Catches,  plate,  butt,  Mk.  i 
Collars,  friction,  piston  buffer 
Cotters,  post,  piston 
Covers,  ejection  opening,  Mk.  1 
Covers,  ejection  opening,  Mk.  2 
Covers,  ejection  opening,  Mk.  2 
Covers,  magazine  opening 
Mk.  1 

Mk.  2  . 

Covers,  slide,  cocking  handle 
Detents,  drum,  backsight,  Mk.  1 
Detents,  lever,  change 
Detents,  nut  return  spring  tube 
Drums,  backsight 

Eliminators,  flash,  Mk.  2 . 

Ejectors 

Extensions,  piston 
Extractors 

Grips,  handle,  carrying 

Mk.  1  . 

Mk.  2 

Grips,  pistol 

Mk.  1  . 

Mk.  2  . 

Handles,  carrying 

Mk.  1  . 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


0  6  3 

0  4  9 
0  7  3 
0  1  2 
0  1  4 
0  18  6 
1  1  0 
0  13  3 


For  Mks.  1,  2/1  and  3  guns 
For  Mk.  2  gun 

For  Mk.  1  gun 


Assembled  ;  for  Mks.  1  and  2/1  guns 
Assembled 


0  0  9J 
0  1  1 
0  0  11 
0  14 

0  0  2 
0  0  2 
0  6  0 

0  10  6 
3  19  0 
0  6  3 

0  2  0 
0  15 

0  2  11 

0  3  9 

1  1  0 


For  Mk.  1  gun 

For  Mk.  1  gun 
For  Mk.  1  gun 
Assembled  ;  for  Mk.  3  gun 


For  Mks.  1,  2  and  2/1  guns 

For  Mks.  1  and  3  guns 
For  Mks.  2  and  2/1  guns 

For  Mks.  1,  2  and  2/1  guns 


C  3139 
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SECTION  C 


machine  guns,  mountings  and  appurtenances 


guns,  MACHINE,  BREN,  -303-IN.- 

continued 


Cl /BE  9652 
Cl/BH  0568 

Cl/BE  9447 
Cl/BE  4118 
Cl/BH  0444 
Cl/BE  8218 

Cl/BE  9454 
Cl/BE  4119 

Cl/BE  9453 
Cl/BE  4120 
Cl/BE  9381 

Cl/BE  9452 
Cl/BE  4121 
Cl/BE  9382 
Cl/BE  9451 
Cl/BE  9450 

Cl/BH  0558 
Cl/BH  0450 
Cl/BH  0559 
Cl/BH  0451 
Cl/BH  0569 
Cl/BH  0452 
Cl/BH  0532 
Cl/BH  0453 


Handles,  carrying — continued 
Mk.  2 
Mk.  3 

Handles,  cocking 
Mk.  1 
Mk.  2 

Hinges,  leg,  bipod,  Mk.  2  1' 
Knobs,  backsight 
Leaves,  backsight 
Mk.  1 
Mk.  2 

Legs,  bipod,  left 
Mk.  1 
Mk.  2 
Mk.  3 

Legs,  bipod,  right 
Mk.  1 
Mk,  2 
Mk.  3 

Levers,  change 
Levers,  tripping,  Mk.  1 
Nuts,  barrel 
No.  0,  Mk.  3 
No.  0,  Mk.  3  ... 

No.  1,  Mk.  3 
No.  1,  Mk.  3 
No.  2,  Mk.  3 
No.  2,  Mk.  3 
No.  3,  Mk.  3 
No.  3,  Mk.  3 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


19  6 


For  Mks.  1,  2  and  2/1  guns 


0  7  0 

0  3  2 

1  13  6 
1  13  6 

1  12  6 
0  4  10 


1  12  6 
0  4  10 

0  9  3 
0  6  9 


For  Mks.  1  and  3 
For  Mk.  2  gun 
For  Mk.  3  gun 


guns 


For  Mk.  1  gun 

For  Mks.  2,  2/1  and  3 

Assembled 


guns 


Assembled 

For  Mks.  1 ,  2  and  2/1  guns 
For  Mks.  2/1  and  3  guns 

Assembled 


each 

each 

each 

each 

each 

each 

each 

each 


14  6 
14  6 
14  6 
14  6 
14  6 
14  6 


Assembled 

Assembled 

Assembled 

Assembled 


C  1606 

C  1606 

C  881 
C  2373 


(S.O.  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


j  Section  and 

L.  of  C. 

Designation. 

Unit  of 

£  s.  d. 

Detail. 

Ref. 

1  Cat.  or 

Part  No. 

Issue. 

Cl/BH  0562 
Cl/BH  0454 
Cl/BH  0563 
Cl/BH  0455 

Cl/BE  9462 
Cl/BE  9461 
Cl/BE  9460 
Cl/BE  9458 
Cl/BE  9457 

Cl/BE  9455 
Cl/BE  4123 
Cl/BE  9688 

Cl/BE  4124 
Cl/BE  9474 
Cl/BE  9465 
Cl/BE  9463 
Cl/BE  9464 

Cl/BE  9467 
Cl/BE  4125 
Cl/BH  0517 


;  GUNS,  MACHINE,  BREN,  -303-IN.— 

I  continued 

i  Nuts,  barrel — continued 
No.  4,  Mk.  3 
No.  4,  Mk.  3 
No.  5,  Mk.  3 
No.  5,  Mk.  3 
Nuts 

Buffer,  piston . 

Cam,  backsight  . 

Catch,  carrying  handle 
Screw,  bipod  sleeve 

Stem,  carrying  handle  . 

•  Tube,  return  spring 
Mk.  1  . 

Mk.  2  .  . 

Mk.  3  . 

Pins 

Axis,  backsight  leaf . 

Catch,  barrel  nut  . 

Catch,  cover,  ejection  opening 
Catch,  leg,  bipod 
Catch,  magazine 
Cocking,  handle 

Mk.  1  . 

Mk.  2  . 

Mk.  3  . 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

100 

100 

100 

100 

doz. 

100 

100 

100 


m  Cl/BE  8214 
Cl/BE  9466 
Cl  /BE  8179 


Cylinder,  gas  . 

Detent,  change  lever 
Firing  . 


100 

100 

each 


1  4  6 


Assembled 

Assembled 


0  2  2 
0  0  4 
0  0  11 
0  0  3£ 
0  0  7£ 


For  Mk.  1  gun 


0  3  8  For  Mk.  1  gun 

0  2  1  For  Mks.  1,  2  and  2/1  guns 


4  16  0 
3  13  0 
0  17  6 

1  3  0 

1  17  0 


For  Mks.  2,  2/1  and  3  guns 


0  17  6 


For  Mks.  1  and  3  guns 

For  Mk.  2  gun 

For  Mks.  1,  2/1  and  3  guns 


0  4  3 
0  9  9 
0  4  1 


I 

C  1606 


C  1185 
C  1185 


C  1606 


C  1026, 
C  3374 


I 
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SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BE  4126 
Cl /BE  9384 
Cl/BE  8216 
Cl/BE  9468 
Cl/BE  9469 
Cl/BE  9470 
Cl/BE  9393 
Cl/BE  9477 
Cl/BE  9472 
Cl/BE  9475 
Cl/BE  4127 


Cl/BE  8188 
Cl/BE  4128 
Cl/BH  0723 


Cl/BE  9473 
Cl/BE  9471 
Cl/BE  9478 
Cl/BE  9654 

Cl/BE  8172 
Cl/BE  4129 
Cl/BE  7982 

Cl/BE  9667 


Designation. 


GUNS,  MACHINE  BREN,  303-IN, 

continued 
Pins — continued 
Hinge,  bipod  leg 
Mk.  1 
Mk.  2  .... 

Knob,  backsight 
Lever,  tripping 
Locking,  body 
Mounting,  Mk.  1 
Mounting,  rear,  Mk.  2 
Plug,  carrying  handle 
Plunger,  trigger  spring 
Retainer,  gas  regulator 
Retaining,  backsight  screw 
Retaining,  plunger  carrying  handle 
Sear 

Mk.  1  ... 

Mk.  2  ...; 

Sleeve,  barrel 

Split,  backsight  nut 

Swivel,  butt 
Trigger  .... 

Pistons,  Mk.  1 
Pistons,  Mk.  2 
Plates,  butt 
Mk.  1 
Mk.  2 
Mk.  4 

Mk.  5 


Unit  of 
Issue. 


100 

100 

100 

doz. 

each 

each 

100 

100 

100 

100 

100 


100 

100 

100 


100 

100 

each 

each 

each 

each 

each 

each 


£  5.  d. 


0  19  0 

0  5  9 
0  1  10 
0  5  3 
0  10  6 

0  16  3 

0  0  11 
0  5  9 


2  6  6 
0  12  6 


0  12  0 
2  0  0 

4  0  0 

5  17  0 

0  9  0 
0  1  10 
0  1  7 

0  3  3 


Detail. 


For  Mks.  1  and  2  guns 
For  Mk.  3  gun 


For  front  and  rear  mounting  holes 

Also  for  carrying  handle  plunger  retaining  pin 

lor  Mks.  2  and  3  guns 

Demand  as  “  Pins,  plug,  carrying  handle  ”  (BE  9477) 

For  Mks.  1  and  3  guns 
For  Mks.  2  and  2/1  guns 

^"rforMt’lgZ  Split’  *-*•  X  *"•  °  1  (OA 

For  Mk.  1  gun 

For  Mk.  1  gun 

For  Mks.  I,  2  and  2/1  guns 

For  Mks.  1,  2  and  2/1  guns 


L,  of  (1. 
Ref. 


C  323!) 


C  422, 
C  1442 


B  9365 
B  9365, 
C  2178 
C  3239 


£ 


(S.O.  9774) 


D 


- - 
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Section  and 
Cat.  or 
Part  No. 


Cl  ;  BE  3223 

Cl /BE  6918 

Cl/BE  9480 
Cl /BE  9481 
Cl/BE  9482 

Cl/BE  8180 
Cl/BE  9392 
Cl/BE  9486 

Cl/BE  9485 
Cl/BE  4130 

Cl/BE  4131 
Cl/BE  6924 

Cl/BE  9484 
Cl/BE  9771 
Cl/BE  9483 
Cl/BE  9487 

Cl/BE  9488 
Cl/BE  9773 
Cl/BE  9489 


“  Cl/BE  9490 
Cl/BE  4132 


GUNS,  MACHINE,  BREN,  -303-IN.— 

continued 

Plates,  grip,  carrying  handle 

Mk.  1 

Mk.  2  . 

Plates,  swivel,  butt 

Left,  Mk.  1 

Right,  Mk.  1  . 

Plugs,  carrying  handle 
Plungers 

Backsight  . 

Bracket,  butt . 

Handle,  carrying  . 

Handle,  cocking 

Mk.  1  . 

Mk.  2  . 

Hinge,  bipod 

Mk.  1  . 

Mk.  2  . 

Post,  piston 

Mk.  1  ....  . 

Mk.  2  ....  . 

Retainer,  barrel  nut 

Spring,  trigger . 

Posts,  piston 

Mk.  1  ....  . 

Mk.  2  . 

Posts,  spring,  sear 


100 

100 

each 

each 

each 

each 

each 

doz. 

doz. 

doz. 

100 

100 

each 

each 

doz. 

each 

each 

each 

each 


0  14  9 

0  1  6 
0  1  10 
0  0  5 

0  1  2 
0  0  9 
0  4  10 

0  15  6 
0  8  9 

4  1  6 
Ifi  0 


For  Mks.  1,  2  and  2/1  guns 


For  Mk.  1  gun 
For  Mk.  1  gun 


For  Mk.  1  gun 


For  Mks.  1,2/1  and  3  guns 
For  Mk.  2  gun 

For  Mks.  1,  2  and  2/1  guns 
For  Mks.  2/1  and  3  guns 


0  1  5 

0  1  2 
13  6 

0  0  94 

1  3  6 
1  2  6 
0  0  6 


Protectors,  foresight 
Mk.  1 
Mk.  2 


each 

each 


With  screw 

0  2  4  For  Mks.  1,  2  and  2/1  guns 

0  2  4 


C  3239 


C  1140 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPIIDTPUA  urpc 


Cat.  or 
Part  No. 


Designation. 


GUNS,  MACHINE,  BREN, 

continued 


Unit  of 
Issue. 


£  s.  d. 


•303-IN.— 


Detail. 

L.  of  C. 

Ref. 

Cl/BE  9496 
Cl /BE  9715 
Cl/BE  9349 

Cl/BE  9628 
Cl/BE  9495 
Cl/BE  9494 
Cl/BE  9493 
Cl/BE  9492 
Cl/BH  0727 
Cl  BE  9491 

Cl/BE  9500 
Cl/BE  8235 
Cl/BE  4134 
Cl/BE  9506 
Cl/BE  9505 
Cl/BE  4135 

Cl/BE  9504 
Cl/BE  4136 
Cl/BH  0564 
Cl/BE  9503 

Cl/BE  9502 
Cl/BE  4137 

Cl/BE  9501 
Cl  BE  8228 


Regulators,  gas 

Mk.  l 
Mk.  3 
Mk.  4 
Retainers 
Firing  pin 
Nut,  barrel 
Pin,  magazine  catch 
Pin,  locking  body 

Regulator,  gas . 

Stem,  piston 
Rods,  spring,  return 
Screws 
Backsight 
Backsight 
Blade,  foresight 
Bracket,  bipod,  Mk.  1 
Bracket,  butt 
Bracket,  swivel 
Grip,  pistol 
Mk.  1 
Mk.  2 
Mk.  3 

Handle,  carrying 
Protector,  foresight 
Mk.  1 

Mk.  2  .  ;;;; 

Retaining,  mounting  pin 
Mk.  1 
Mk.  2 


each 

each 

each 


0  12  0 
0  9  9 
0  11  0 


Assembled 

For  Mks.  1  and  2  guns 
For  Mks.  1,  2  and  2/1  guns 
For  Mk.  3  gun 


each 

each 

doz. 

doz. 

doz. 

each 

each 


0  0  10 
0  3  6 
0  5  3 
1  2  0 
0  7  6 
0  0  4 
0  0  7 


For  Mks.  2/1  and  3  guns 


doz. 

doz. 

100 

100 

gross 

gross 


0  2  9 
3  3  0 
2  8  6 
1  12  0 
0  4  4 
0  5  6 


For  Mk.  1  gun 

ior  Mks.  2,  2/1  and  3  guns 

For  Mks.  1  and  2  guns 

Also  for  Plates,  butt,  Mk.  2 


each 
j  each 
each 
doz. 


0  1  6 
0  1  5 

0  5  9 


For  Mk.  1  gun 

For  Mks.  2  and  2/1  guns 

For  Mk.  3  gun 


doz. 

doz. 


For  Mks.  1,  2  and  2/1  guns 


doz.  0  5  9 

doz.  0  0  8  | 


G  1606 


) 


> 


B  6003 
B  6063 


y 


# 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

- - 

L.  of  C. 

Designation. 

Unit  of 

£  s.  d. 

Detail. 

Ref. 

Cat.  or 

Part  No. 

|  Issue. 

i 

Cl/BE  8202 
Cl/BE  9499 
Cl/BE  4138 
Cl/BE  9497 
Cl/BE  8189 

Cl/BH  0442 
Cl/BH  0443 

Cl/BE  8238 
Cl/BE  9508 
Cl/BE  4139 
Cl/BE  9383 
Cl/BE  8221 
Cl/BE  9374 

Cl/BE  4140 
Cl/BE  9511 
Cl/BE  6917 
Cl/BE  4155 
Cl/BH  0565 
Cl/BH  0566 
Cl/CA  0848 
Cl  CA  0853 
Cl/BH  0448 
Cl/BE  9507 

5  Cl/BE  9509 
Cl  BE  9510 
Cl  BE  9512 


GUNS,  MACHINE,  BREN, 

continued 

Screws — con  t  inned 
Shoulder,  locking 
Sleeve,  bipod,  Mk.  1 
Spring,  backsight  leaf 
Swivel,  butt,  Mk.  1 
I  Sears 

Shoes,  bipod 
Left,  Mk.  3 
Right,  Mk.  3 
Sleeves,  bipod 
Mk.  1 

Sleeves,  bipod . 

Mk.  2  . 

Mk.  3 

i  Sleeves,  carrying  handle,  Mk. 
Sleeves,  carrying  handle,  Mk. 
Slides 

Backsight  . 

Butt,  Mk.  1 
Butt,  Mk.  2 
Butt,  Mk.  2 
Butt,  Mk.  3 
Butt,  Mk.  3 

Butt,  Mk.  3/1  . 

Slides  . 

Handle,  cocking 
Handle,  cocking 
Springs 

Bipod,  Mk.  1  . 

Buffer,  butt  plate,  Mk. 
Buffer,  piston  .... 


•303-IN.— 


doz. 

0  12 

doz. 

0  12 

gross 

3  18 

each 

0  0 

each 

0  10 

each 

each 

each 

each 

0  17 

each 

0  8 

each 

each 

0  8 

each 

each 

0  14 

each 

5  16 

each 

9  5 

each 

9  5 

each 

each 

6  10 

each 

each 

each 

each 

1  0 

100 

0  13 

100 

2  5 

100 

1  7 

9 

3 
6 

4 
6 


0 

9 

6 


0 

0 

0 

0 

0 


6 

3  I 

6  I 

0  i 


With  nut 

For  Mks.  2,  2/1  and  3  guns 


G  1606 


For  Mk.  3  gun 
For  Mk.  3  gun 

Assembled 

For  Mks.  1,  2  and  2/1  guns 
For  Mks.  2/1  and  3  guns 
For  Mks.  1,  2  and  2/1  guns 
Assembled  ;  for  Mk.  3  gun 

For  Mks.  2,  2/1  and  3  guns 
For  Mk.  1  gun 

Assembled  ;  for  Mks.  2  and  2/1  guns 
For  Mks.  2  and  2/1  guns 
Assembled  ;  for  Mk.  3  gun 
For  Mk.  3  gun 
Assembled  ;  for  Mk.  3  gun 
For  Mk.  3  gun 

Assembled  ;  for  Mks.  1,2/1  and  3  guns 
For  Mks.  1,2/1  and  3  guns 


For  Mk.  I  gun 


C  1606 
C  1606 


C  3664 


C  1606 
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SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


L.  of  0 
Ref. 


Cl,  BE  9513 
Cl /BE  9518 
Cl /BE  9517 
Cl/BE  9516 
Cl/BE  9514 
Cl/BE  9515 
Cl/BE  9520 
Cl/BE  9519 
Cl/BE  4141 
Cl  /BE  4142 

Cl/BE  4144 
Cl/CA  0562 
Cl/BE  4145 


GUNS,  MACHINE,  BREN,  -303-IN.— 

continued 

Springs — conti  nued 
Catch,  butt  plate,  Mk.  1 
Catch,  cover  ejection  opening 
Catch,  carrying  handle 
Catch,  leg,  bipod 
Catch,  barrel  nut 

Catch,  magazine  . 

Detent,  backsight  drum,  Mk.  1 
Detent,  change  lever 
Hinge,  bipod 
Knob,  backsight 
Leaf,  backsight 
Mk.  1 

Mk.  2  . 

Nut,  return  spring  tube 
Pin,  firing 


100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 


Cl/BE  9655 
Cl/BE  9391 

Cl/BE  9522 
Cl/BE  4143 
Cl/BE  9521 
Cl/BE  8182 
Cl/BE  9525 
Cl/BE  9524 
Cl/BE  9523 

Cl/BE  8183 
Cl/BE  6895 


Plunger,  backsight  .... 
Plunger,  butt  bracket 
Plunger,  cocking  handle 
Mk.  1 

Mk.  2  . 


Plunger,  carrying  handle  sle 

Post,  piston  . 

Detainer,  barrel  nut 
Detainer,  body  locking  pin 
Detainer,  magazine  catch  pin 
Deturn 
Mk.  1 


EVE 


Mk.  2 


100 

100 

100 

100 

100 

each 

100 

100 

100 

100 

100 


0  9  0 
0  4  2 
0  7  3 
0  3  9 
0  4  5 
0  4  5 
0  3  10 
0  3  9 
0  16  3 

0  5  9 

6  14  0 

3  3  0 


0  7  6 
0  3  11 

0  3  4 
0  6  0 
0  4  0 
0  0  4 
0  4  7 

0  3  1 

0  3  10 

1  10  0 
3  5  9 


For  Mk.  1  gun 


For  Mk.  1 


gun 


For  Mks.  2,  2/1  and  3  guns 


For  Mks.  2,  2/1  and  3  guns 
For  Mks.  2,  2/1  and  3  guns 


Demand  as  “  Guns,  machine,  Besa, 
firing,”  Sec.  G  2  (MG  2258) 

For  Mk.  1  gun 


7  •  92-mm. — Springs,  pin. 


For  Mks.  1  and  3  guns 
For  Mk.  2  gun 


C  1763 


C  3239 


Assembled 

Assembled 


) 


) 


B  9465 
B  9465 


(S.O.  9774) 


J 
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GUNS,  MACHINE,  BREN,  -303-IN  — 

continued 


Cl/BE  9526 
Cl /BE  8184 
Cl/BE  9528 
Cl/BE  8185 

Cl/BE  9531 

Cl/BE  4146 

Cl/BH  0556 

Cl/BE  9718 
Cl/BE  8220 
Cl/BE  9530 
Cl/BE  8215 
Cl/BE  9533 

Cl/BE  9534 
Cl/BE  4147 

Cl/BE  8226 

Cl/BE  9535 
Cl/BE  9653 
Cl/BE  4148 

~  Cl/BH  1000 

Cl/BH  1003 


Springs — continued 

Sear  . 

Stay,  extractor  . 

Trigger . 

Stays,  extractor  ....  . 

Stems,  handle,  carrying 
Mk.  1  . 

Mk.  2  .  ••••  . 

Mk.  3  ....  . 

Mk.  3  ....  . 

Stems,  piston,  Mk.  2 

Stops,  leg,  bipod,  Mk.  1 

Stops,  nut,  barrel 
Swivels,  butt,  Mk.  1 
Triggers 

Mk.  1  . 

Mk.  2  . 

Tubes,  bipod 
Tubes,  spring,  return 

Mk.  1  ...  ■•••  . 

Mk.  2  ....  .  . 

Washers,  nut,  return  spring  tube 

GUNS,  MACHINE,  OERLIKON,  20  MM., 

MK.  2  ....  ..  .  . 

Barrels,  Mk.  3 


100 

100 

100 

each 

0  3  9 

0  6  3 

0  4  11 

0  2  9 

each 

0  14  9 

each 

0  17  9 

each 

each 

each 

each 

each 

each 

0  12  9 

0  2  6 

0  o  14 

0  0  9i 

each 

each 

0  2  6 

0  2  11 

each 

0  0  5 

each 

each 

doz. 

0  10  3 

0  16  6 

0  1  11 

each 

each 

145  0  0 
13  0  0 

Assembled  ;  for  Mk.  1  gun 
Assembled  ;  for  Mk.  2  gun 
Assembled 


With  pin  ;  for  Mk.  I  gun 

For  Mks.  1  and  3  guns 
For  Mks.  2  and  2/1  guns 

For  Mks.  2  and  3  guns 

For  Mks.  1,  2  and  2/1  guns 


B  7320, 
C  422 
B  7320, 
C  422 


C  1606 


C  422, 
0  881 


|  C  3239 


I  C  1921 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Cl  BH  1002 
Cl  BH  1001 
Cl/BH  1026 
Cl/BH  1004 


Cl/BH  1005 
Cl/BH  1006 
Cl/BH  1007 
Cl/BH  1008 
Cl/BH  1009 
Cl/BH  1010 
'Cl/BH  1012 

Cl/BH  1014 
Cl/BH  1015 
Cl/BH  1016 
Cl/BH  1013 
Cl/BH  1017 
Cl/BH  1018 
Cl/BH  1019 
Cl/BH  1020 
Cl/BH  1021 
Cl/BH  1027 
Cl/BH  1022 
Cl/BH  1023 


;  GUNS,  MACHINE,  OERLIKON,  20-MM., 

I  MK.  2 — continued 

Bars,  breech 

Left,  Mk.  2 
Right,  Mk.  2 

Blocks,  breech 

Blocks,  guide,  magazine  interlock  rod 
Bolts,  axis 

BOX,  SPRING  PARALLELOGRAM.  .. 

Breech  pawl 

Carrier  magazine  interlock 
Catch  retaining  handgrip 
Fork  magazine  interlock 
Hammer 

Magazine  catch  lever 
Lever,  parallelogram 
Front  and  bottom 
Left  and  right .... 

Rear  and  top . 

Top  and  front . 

Safety  gear 

Sear  . 

Stop,  double  loading,  part  3 
Trigger  hook 
Trigger  pawl,  left 

Bolts,  breech 

Bolts,  retaining,  trigger 

Bolts,  securing,  case  barrel  spring  and 

cotter 


Cl/BH  1024 
Cl/BH  1025 
Cl/BH  1032 


Bolts,  tripping,  trigger  pawl 
Boxes,  spring  parallelogram 
Buffers 


each 
each 
each  ! 
each 

each 

each 

each 

each 

each 

each 

each 

each 
each 
each 
each 
each 
each 
each 
each 
each 
each 
I  each 

!  each 
I  each 
|  each 
each 


> 
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Section  and 
Cat.  or 
Part  No. 


Cl/BH  1033 
Cl/BH  1034 

Cl/BH  1035 
Cl/BH  1036 
Cl/BH  1037 

Cl/BH  1126 

Cl/BH  1038 
Cl/BH  1039 
Cl/BH  1040 
Cl/BH  1041 

Cl/BH  1028 
Cl/BH  1128 
Cl/BH  1042 
Cl/BH  1043 


Cl/BH  1207 
Cl/BH  1044 
Cl/BH  1045 
Cl/BH  1046 
Cl/BH  1047 
Cl/BH  1048 
Cl/BH  1049 
Cl/BH  1129 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 

1 

Unit  of 
Issue. 

- I 

£  s.  d.  j 

Detail. 

L.  of  C. 
Ref. 

GUNS,  MACHINE,  OERLIKON,  20  MM., 

MK.  2 — continued 

Cams,  safety,  left 

each 

Carriers,  magazine  interlock 

each 

Cases 

Barrel  spring . 

each 

Spring  bolt,  tripping  trigger  pawl 

each 

Spring,  lever  trigger  intermediate, 

LEFT  . 

each 

!-H 

O 

O 

Assembled 

Casings,  trigger 

each 

Catches 

Magazine  interlock 

each 

Retaining,  handgrip . 

each 

Retaining,  handle  locking  barrel 

each 

S 

Retaining,  ring  seating,  barrel 

spring  . 

each 

Cotters,  breech  . 

each 

Cranks,  trigger,  left 

each 

Distance-pieces,  case,  spring  lever 

each 

Ejectors 

each 

Facepieces,  breech 

M/k.  1 

Demand  as  “Heads,  block,  breech”  under  Guns,  machine, 

Polsten,  20-mm.  (BH  0272) 

Mk.  2 

each 

Forks,  magazine  interlock 

each 

Guides,  bush,  stop,  double  loading,  part  2 

each 

Hammers 

each 

0  13  9 

Handgrips 

each 

Handles,  locking,  barrel 

each 

Holders,  trigger  hook 

each 

Hooks,  trigger 

each 

0  19  6 

SECTION  C  1 — MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

Cat.  or 

Part  Xo. 

j  Designation. 

Unit  of 
Issue. 

£  5.  d. 

Detail. 

:  l.  of  c. 

Ref. 

i 

GUNS,  MACHINE,  OERLIKON,  20  MM., 

1 

i  i 

- - 

MK.  2 — continued 

j 

Levers 

Cl/BH  1051 

Locking,  barrel 

each 

| 

Cl'BH  1050 

Magazine  catch 

each 

Cl  BH  1052 

Magazine  interlock  .... 

each 

Parallelogram 

Cl/BH  1056 

Bottom,  left  and  right 

each 

Cl/BH  1055 

Front  . 

each 

Cl/BH  1053 

Rear 

each 

Cl/BH  1054 

Top  . 

each 

Cl/BH  1089 

Safe,  fire 

each 

Cl/BH  1057 

Trigger,  intermediate 

each 

Pawls 

1 

Cl/BH  1030 

Breech,  left 

each 

0  4  4 

Cl/BH  1031 

Breech,  right . 

each 

0  4  4 

Cl/BH  1058 

Holder,  left  .... 

each 

, 

Cl/BH  1130 

Trigger,  left  . 

each 

Pins 

1 

Cl/BH  1059 

Actuating  pawl,  holder,  left 

each 

Cl/BH  1060 

Block  guide  rod,  magazine  inter¬ 

lock  . 

each 

Cl/BH  1061 

Bolt,  axis,  safety  gear 

each 

Cl/BH  1062 

Box  SPRING  PARALLELOGRAM 

each 

! 

Cl/BH  1063 

Carrier,  magazine  interlock 

each 

1 

Cl/BH  1064 

Case,  spring,  bolt  tripping  trigger 

PAWL  . 

each 

Cl  BH  1065 

Case,  spring,  lever  trigger  inter¬ 

mediate  . 

each 

’ 

Cl/BH  1066 

Catch,  retaining,  handgrips 

each 

Cl/BH  1067 

Catch,  retaining,  handle  locking 

BARREL  . 

each 

•  1 

i 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  1068 

Cl/BH  1069 
Cl/BH  1070 

Cl/BH  1071 
Cl/BH  1072 
Cl/BH  1073 
Cl/BH  1074 

Cl/BH  1075 

Cl/BH  1127 
Cl/BH  1076 
Cl/BH  1077 

Cl/BH  1078 
Cl/BH  1079 

Cl/BH  1080 
Cl/BH  1081 
Cl/BH  1082 
Cl/BH  1083 
Cl/BH  1084 

Cl/BH  1085 
Cl/BH  1086 
Cl/BH  1087 
Cl/BH  1088 


Designation. 


Unit  of 
Issue. 


£  «.  d. 


GUNS,  MACHINE,  OERLIKON,  20  MM., 

MK.  2 — continued 
Pins — continued 

Catch,  retaining  ring,  seat  barrel 

SPRING  . 

Handle,  locking  barrel 

Lever,  parallelogram,  bottom,  left 

AND  RIGHT 

Retaining,  stop,  double  loading  ... 

Safe  fire  lever  ....  . 

Securing  plate,  barrel  pin  stop.... 
Spring,  bolt  securing  case  barrel 
spring  and  cotter 

Trigger . 

Plates 

Cover,  trigger . 

Hammer  . 

Securing,  stop  pin  barrel 

Plungers 

Catch,  retaining,  handgrip 
Lever,  locking  barrel 
Lever  parallelogram 
Rear 

Top  . 

Lever  trigger,  intermediate,  left 

Locking,  handle,  barrel  . 

Safe  fire  lever  . 

Stop,  double  loading 

Part  3 . 

Part  4  .... 

Rings,  seating,  barrel  spring 
Rods,  magazine  interlock 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0 


0 


0 


each 

each 

each 

each 

each 


each 
each 
each  I 
each  I 


1  11 

3  8 

18  9 


I 


t 


Detail 
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SECTION  C  1 —MACHINE  GUNS,  MOUNTINGS  AND  APPURTENivr™ 


Cl  BH  1090 

Cl/BH  1091 
Cl/BH  1092 


Cl/BH  1095 
Cl/BH  1096 
Cl/BH  1097 
Cl/BH  1098 
Cl/BH  1101 

Cl/BH  1099 

Cl/BH  1100 

Cl/BH  1103 
Cl/BH  1104 
Cl/BH  1105 

Cl/BH  1106 
Cl/BH  1107 

Cl/BH  1109 
Cl/BH  1108 
Cl/BH  1110 
Cl  BH  1111 


L.  of  C. 
Ref. 


GUNS,  MACHINE,  OERLIKON,  20  MM., 

MK.  2 — continued 

Sears 

Sleeves,  barrel  spring 
Centre 
Front 
Springs 

Barrel,  left  hand  wound 

Barrel,  right  hand  wound 

Bolt,  tripping  trigger  pawl 

Breech  pawl 

Buffer 

Buffer  trigger 

Catch,  magazine  interlock  and 
carrier 

Catch  retaining,  handle  locking 

BARREL 

Catch  retaining,  ring  seating 

BARREL  SPRING 

Lever,  locking  barrel 

Lever,  magazine  interlock . 

Plunger,  catch  retaining  handgrip 
Plunger,  lever  parallelogram 
Rear 

Top,  Mk.  2 

Plunger  stop,  double  loading 

Part  3,  Mk.  2 . 

Part  4 

Safe  fire  lever 
Sear 


each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  16  3 
0  9  6 


0  0  11J 

0  0  1 
0  1  f> 

0  2  6 

0  0  4 


0  0 
0  0 
0  0 
0  0 

0  0 
0  0 


34 

2 

24 

4 

24 


0  0  3 
0  0  2 

0  0  2 


““;s£fkbT?BKl‘' 1  I 

machine,  Politen^fo’mra rMk.’nBH  UW3)1  '  U”,ter  GunS’  1 
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SECTION 


C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  1113 
Cl/BH  1112 
Cl/BH  1114 
Cl/BH  1116 
Cl/BH  1115 
Cl/BH  1117 
Cl/BH  1118 

Cl/BH  1121 
Cl/BH  1122 
Cl  /BH  1123 
Cl/BH  1124 
Cl  BH  1125 
C1BH  1131 


Cl/BH  0250 
Cl/CA  0436 


Cl/BH  0251 
Cl/BH  0396 
Cl  CA  0776 

Cl/CA  0738 
Cl/BH  0252 
C1BH  0253 


GUNS,  MACHINE,  OERLIKON,  20-MM., 

MK.  2 — continued 
Springs- — continued 

Securing,  bolt  axis  sear 
Securing,  breech  facepiece 
Securing,  hammer  plate 
Securing,  stop,  double  loading 
Securing,  trigger  casing 
Securing,  trigger  hook 
Securing,  trigger  pawl  left 
Stops,  double  loading 
Part  3 
Part  4 

Stops,  pin  barrel 
Striker-pins 

Triffeers  _ 

Washers,  locking,  guide  bush  stop,  double 
loading,  part  2 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


GUNS,  MACHINE,  POLSTEN,  20-MM., 
GUNS,  MACHINE,  POLSTEN,  20-MM., 

l  jq  p  jyjK  1 

GUNS,  MACHINE,  POLSTEN,  20-MM., 
I  MK.  1 

Barrels,  Mk.  1 
Barrels,  Mk.  1 
I  Barrels,  Mk.  2 

Barrels,  Mk.  2 

Bents,  breech  block,  Mk.  1 

Blocks,  breech,  Mk.  1 


each 

each 


each 

each 

each 

each 

each 

each 


0  0  1 
0  0  2 
0  0  2 

o  on 

0  0  3 
0  0  2£ 


0  14  6 


160  0  0 


21  10  0  Assembled 

10  15  0 

Assembled 


2  5  6 
13  0  0 


B  9366, 
C  1370 

C  737 


B  9366 

B  9366, 
C  1370 
C  1764 
B  9366 
B  9366 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

Cat.  oi- 
Part  No. 


Designation. 


Cl/BH  0254 
Cl/BH  0255 
Cl/BH  0256 
Cl/BH  0257 

Cl/BH  0258 
Cl/BH  0259 

Cl/BH  0390 

Cl/BH  0262 
Cl/BH  0260 
Cl/BH  0261 
Cl/BH  0263 

Cl/BH  2027 
Cl/BH  2028 
Cl/BH  0264 
Cl/BH  0429 

Cl/BH  0266 
Cl/BH  0270 
Cl/BH  0271 
Cl/BH  0273 
Cl/BH  0272 
Cl/BH  0391 

Cl/BH  0274 
Cl/BH  0275 
Cl/BH  0276 


Unit  of 
Issue. 


£  s.  (Z. 


GUNS,  MACHINE,  POLSTEN, 
MK.  1 — continued 
Buffers,  Mk.  1 
Bushes,  cotter,  Mk.  1 
Bushes,  rod,  interlock  catch,  Mk. 
Cams,  hammer,  Mk.  1 
Casings 

Barrel,  Mk.  1 


Catches 

Body  plug,  Mk.  1 
Interlock  catch,  Mk.  1 
Magazine,  Mk.  I 
Safety,  Mk.  I 

Safety,  Mk.  2 

Safety,  Mk.  2  . 

Sear,  Mk.  1 

Collars,  plunger,  double  loading 

anism,  Mk.  1  . 

Cotters,  Mk.  1 

Guides,  spring.  Interlock  rod  stop 

Hammers,  Mk.  1 

Heads,  barrel  retainer,  Mk.  1 

Heads,  breech  block,  Mk.  1 

Inserts,  casing,  Mk.  1 

Levers 

Catch,  magazine,  Mk.  1 
Double  loading  mechanism, 
Stot,  barrel  casing,  Mk.  1  . 


Detail. 


20-MM., 

each 

0  4  8 

each 

0  3  6 

1 

each 

0  0  6£ 

each 

0  11  6 

each 

26  10  0 

1  .... 

each 

2  16  0 

2 

each 

4  7  6 

each 

0  5  6 

each 

0  10  9 

each 

each 

0  5  6 

each 

0  9  6 

each 

each 

0  13  0 

:  mech- 

each 

0  1  4 

each 

13  0 

,  Mk.  1 

each 

0  0  10* 

each 

1  0  0 

each 

0  8  9 

each 

0  15  0 

each 

0  12  3  | 

each 

0  11  6  ! 

Mk.  1 

each 

each 

0  13  9  j 

Also  Bushes,  lever,  double  loading  mechanism,  Mk.  1 


Assembled 


Also  Guides,  spring,  sear  catch,  Mk.  1 


I  Assembled 


L.  ofO 
Ref. 


B  9366 
C  1370 
B  9366 


B  9366, 
C  2375 
B  9366 


C  1370 
C  1370 
B  9366, 
C  1370 

C  1370 
B  9366 


B  9366 
C  1370 
B  9366 
B  9366 
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Cl/BH  0277 

Cl/BH  0284 
Cl  BH  2026 
Cl/BH  0282 
Cl/BH  0283 
Cl/BH  0279 
Cl/BH  0285 
Cl/BH  0286 
Cl/BH  0280 
Cl/BH  0287 

Cl/BH  0288 
Cl/BH  0393 
Cl/BH  0289 
Cl  BH  0290 

Cl/BH  0291 
Cl/BH  0292 
Cl/BH  0293 
Cl/BH  0295 
Cl/BH  0294 
Cl/BH  0296 

Cl/BH  0298 
Cl/BH  0297 
Cl/BH  0299 
Cl/BH  0300 
Cl/BH  0248 
Cl/BH  0301 


GUNS,  MACHINE,  POLSTEN,  20-MM., 

|  MK.  1 —continued 

Nuts,  rod,  buffer  spring,  Mk.  1 

PillS  7VT  1 

Barrel  retainer,  Mk.  l 

Cam,  hammer,  Mk.  2  . 

Firing,  Mk.  1  .... 

Hammer,  Mk.  1 
Interlock  catch,  Mk.  1 
Holler,  double  loading  mechanism 
Sear,  Mk.  1 

Sear  cArrcn,  Mk.  1  . 

Split,  cotter,  Mk.  1  .... 

Plugs 

Body,  Mk.  1  . 

Body,  Mk.  1 
Buffer,  Mk.  1 

Plungers,  double  loading  mechanism 
|  Retainers 

Barrel,  Mk.  1 
Barrel  retainer,  Mk.  1 
Magazine  catch,  Mk.  1 

Rods,  buffer  spring,  Mk.  1 

Rods,  interlock  catch,  Mk.  1 

Rollers,  double  loading  mechanism 
Screws 

Buffer,  plug  ;Mk.  1  ... 

Catch,  body  plug,  Mk.  1 
Stop,  barrel  casing,  Mk.  1  .... 

i  Sears,  Mk.  1 

Sleeves,  barrel  retainer,  Mk.  1 
Sleeves,  barrel  spring,  Mk.  1 


gross 

each 

each 

each 

each 

each  ! 

each  I 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  17 

3 

0 

0 

li 

0 

0 

2 

0 

8 

9 

0 

3 

8 

0 

0 

51 

0 

0 

3* 

0 

0 

7* 

0 

0 

3 

0 

3 

9 

1 

15 

6 

0 

11 

9 

0 

0 

11 

0 

11 

6 

0 

0 

2 

0 

14 

3 

0 

1 

9 

1 

1 

6 

0 

0 

10 

Also  Pins,  collar,  double  loading  mechanism,  Mk.  2 


Also  Pins,  split,  lever,  double  loading  mechanism,  Mk.  1 
Assembled 


Assembled 


0  0  4 

0  0  8J 
0  0  34 
0  17  6 
0  5  6 


C  1370 


C  1370 
C  1370 


B  9366 

C  1370 
C  1370 

C  1370 
B  9366 


B  9366 

C  1370 
B  9366 
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SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  0302 
Cl/BH  0303 
Cl/BH  0314 
Cl/BH  0311 
Cl/BH  0304 
Cl/BH  0305 
Cl/BH  0310 
Cl/BH  0315 
Cl/BH  0309 
Cl/BH  0306 
Cl/BH  0312 
Cl/BH  0307 
Cl/BH  2029 
Cl/BH  0313  * 
Cl/BH  0308 

Cl/BH  0316 
Cl/BH  0317 
Cl/BH  0318 
Cl/BH  0319 


Designation 


Unit  of  I  .1 

Issue.  !  *  Sm  d. 


Cl/BD  0600 
Cl/BD  7930 
Cl/BD  0601 


POLSTEN,  20  MM., 


GUNS,  MACHINE, 

MK.  1 — continued 

Springs 

Barbel 
Long,  Mk.  1 
Short,  Mk.  1 

Barrel  casing  stop,  Mk.  1 
Barrel  retainer,  Mk.  1 
Buffer,  Mk.  1  .... 

Buffer  spring,  Mk.  ] 

Double  loading  lever,  Mk.  1 
Double  loading  stop,  Mk.  1 
Head,  breech  block,  Mk.  1 
Interlock  catch,  Mk.  1 
Interlock  catch  rod,  Mk.  1 
Magazine  catch,  Mk.  1 
Safety  catch,  Mk.  1 
Sear,  Mk.  1 
Sear  catch,  Mk.  1 
Stops 

Barrel  casing,  Mk.  1 
Double  loading,  Mk.  1 
Interlock,  Mk.  1 

Triggers,  Mk.  1 


Detail. 


s\ 

Also  Spring,  trigger,  Mk.  I 
Assembled 


GUNS,  MACHINE,  VICKERS,  303-IN., 
GUNS,  MACHINE,  VICKERS,  -303-IN., 


MKNS1,  dIPCHINE’  VICKERS>  -303-IN., 


0  12  3 
0  7  0 
0  18  6 


each  j  180  0  0 

I 

each  j  175  0  0 

I 

each  i  60  0  0 


o  o  n  |  Also  for  Springs,  interlock  rod  stop  and  Springs,  body  plug 


With  dial  sight  bracket 
Without  dial  sight  bracket 


L.  of  C. 
Ref. 


B  9366 
B  9366 
C  1370 
B  9366 


B  9366 
C  1370 
B  9366 
B  9366 
B  9366 
B  9366 


C  1370 
C  1370 


22676 

22676 

18679 


(SO  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


Cl/BD  0602 


Cl/BD  0604 

Cl/BD  0605 
Cl/BD  0610 
Cl/BD  0620 


Cl/BD  7650 
Cl/BD  7653 

Cl/BD  0622 
Cl/BD  7656 

Cl/BD  0624 


Cl/BD  0625 
Cl/BD  0626 

Cl/BD  6122 
Cl/BD  6031 
►  Cl/BD  0628 

Cl/BD  0629 


GUNS,  MACHINE,  VICKERS, 
MK.  1,  SKELETON 

303-IN.,  1 

each 

GUNS,  MACHINE,  VICKERS, 
MK.  1 

Barrels 

Mk.  2  . 

•303-IN., 

each 

Mk.  2,  D.P.B . 

each 

Bars,  trigger,  rear  cover 

each 

Blocks,  feed,  R.H. 

each 

Bodies 

each 

Rear-crosspiece 

R.H.  feed  block 

each 

Bottles 

Oil,  rear  crosspiece  .... 

each 

Oil,  rear  crosspiece  ... 

each 

Boxes,  fusee  spring 

each 

Brackets 

Check  lever 

Mk.  1  . 

Mk.  2  . 

Dial  sight 

Mk.  1  . 

Mk.  2  . 

Bushes,  axis,  side  lever 

Buttons,  stop,  press  cap 


each 

each 

each 

each 

each 

each 


80  0  0 


Convtd.  unserviceable  Mk.  1  guns 


5  16  0 

2  3  0 
1  12  6 
30  10  0 


12  0  0 


0  7  6 


Without  asbestos  packing  in  cannelure 
For  use  with  muzzle-attachment,  blank 
Assembled 


Assembled 


6  10  0 


2  7  0 

1  6  0 
16  6 
0  2  9 


For  guns  with  lightened  pattern  of  right  outside  plate 
For  guns  with  unlightened  pattern  of  right  outside  plate 
With  3  fixing  pins 


0  0  10 


For  Mk.  3  tangent  sight  slide 


A  3045 


C  2022 
A  8961, 
A  9435 

18580 
A  7792, 
C  2022 


A  7792, 
C  2022 

A  9233, 
C  2022 

A  7792, 
C  2022 


A  7782' 
C  2022 
A  3959 
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SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  Ko. 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


Cl/ ED  0635 
Cl/BD  0636 

Cl/BD  0637 
Cl/BD  0638 

Cl/BD  0639 
Cl/BD  0645 

Cl/BD  0848 


Cl/BD  0646 
Cl/BD  0647 
Cl/BD  0650 

Cl/BD  0651 
Cl/BD  0652 

Cl/BD  0653 
Cl/BD  7932 
Cl/BD  7740 

Cl/BD  0657 
Cl/BG  0230 

Cl/BD  0665 
Cl/BD  0680 
Cl/BD  0680 


GUNS,  MACHINE,  VICKERS,  -303-IN., 

MK.  1 — continued 

Caps,  press  . 

Casings,  outer  . 

Catches 

Front  cover 
Safety,  rear-crosspiece 


each 

each 

each 

each 


0  2  10 
1  0  6 


F or  Mk.  3  tangent  sight  slide 

For  ball  and  blank  muzzle-attachments 


1  2  0 
1  10  0 


Assembled 


Shutter 

Collars,  roller.  No.  1  slide  .... 


each  14  0 

each  0  4  6 


Cones,  front 
Cones,  front 

Mk.  l 
Mk.  2 

Corks,  M.G.  chain 
Covers 

Front,  Mk.  1* 

Gib  spring,  extractor 


each 


each 

each 

each 


0  11  9 


0  11  9 
0  11  9 

0  0  1 


lor  blank  muzzle -attachment 
For  ball  muzzle -attachment 


each  19  6 

each  0  17 


Pinion,  tangent  sight 
Rear 

Rear  cover 

Cranks 
Mk.  1 
Mk.  1a 
Cups 

Mk.  1 
Mk.  2 

Discs,  ball  muzzle-attachment 


each 

each 

each 


0  11  3 

Assembled 


each  5  12  0 

each  5  2  0 


each 
...  each 
.  j  each 


a  ^  2  ^or  klank  muzzle-attachment 

a  a  o  F°r  ^aI1  milzz^e*attachment 

0  U  o 


A  3959 
A  9233 


A  7792 
i  A  7992, 
'  C  2022 
!  A  3312 
I  A  7792, 
C  2022 
C  2022 
A  7792, 

I  C  2022 


A  7792, 
C  2022 
A  2422 
j  A  7792, 
C  2022 
!  A  3959 


J  C  2022 

!  C  2022 
A  7792 


> 


> 


* 


A  7792, 
C  2022 


(SO  9774) 


Section  and 
Cat.  or 

Part  Xo. 


Cl/BD  0690 
Cl/BD  0691 
Cl/BD  0700 


Cl/BD  0710 
Cl/BD  0711 
Cl/BD  0712 


Cl/BD  0715 
Cl/BD  0716 
Cl/BD  0720 

Cl/BD  0730 

Cl/BD  0735 


Cl  BD  0741 
C1,  BD  0742 

Cl'BD  0745 
Cl/BD  0746 
Cl/BD  0747 
►  Cl/BD  0748 
-Cl/BD  0751 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


GUNS,  MACHINE,  VICKERS, 

MK.  1 — continued 

Extractors,  Mk.  i 
No.  1 

No.  2  ....  .  . 

Fusees,  with  chain 


Unit  of 
Issue. 


♦303-IN., 


£  8.  d. 


Detail. 


each 

each 

each 


4  4  0 
1  6  6 


Gibs,  extractor 
No.  1 
No.  2 
No.  3 


each  0  9  6 

each  0  9  6 

each  0  8  6 


L.  of  C. 
Ref. 


A  7792, 
G  2022 
A  7792 

C  2022 
0  2022 


Glands 

No.  1,  Mk.  1 
Packing 

Grips,  rear-crosspiece 


each 

each 

pair 


0  15  0 
0  2  3 
0  0  9 


For  ball  and  blank  muzzle-attachments 


Handles,  crank 


each 


2  19  0 


Heads,  No.  1  screwed  plug 

Levers 

Check 

No.  2  ....  . 

No.  2  S 
Extractor 

Left,  No.  1  . 

Left,  No.  2 
Right,  No.  1 

Right,  No.  2  . 

Firing  . 


each  0  2  3 


each 

1  8  6 

each 

2  2  6 

each 

1  6  6 

each 

0  15  3 

each 

I  6  6 

each 

0  19  6 

each 

2  0  0 

Assembled 


With  small  a  xis  hole 


A  7792 

A  7792, 
C  2022 
A  7792, 
C  2022 
A  7792, 
G  2022 


C  2022 

C  2022 
A  7792, 
C  2022 
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SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 


GUNS,  MACHINE,  VICKERS,  -303-IN., 

MK.  1 — continued 
Levers — con  tinned 

R.H.  FEED  BLOCK 

C1/BD  0740  Bottom 

Cl/BD  0753  Top 

Cl/BD  0755  Trigger  bar 

Locks 

Breech 

Ci/BD  0760  |  Mk.  1 

Cl/BD  0781  j  Mk.  i,  D.P . 

Cl/BD  0762  Mk.  1,  skeleton 

Cl/BD  0765  Rear  cover 

Cl  /BD  0768  Muzzle  attachments,  ball,  Mk.  1 

Nuts 

Cl/BD  0770  Adjusting,  connecting  rod  .... 

Cl/BD  0772  Blank  muzzle- attachment 

Cl/BD  0774  Check,  Mk.  2 

Cl/BD  0776  Mk.  2*  tangent  sight.  No.  1 

Cl/BD  0777  Mk.  2**  tangent  sight,  No.  2 

Cl/BD  0790  Packing,  asbestos  . 

I  Pawls 

Ci/BD  0795  J  Bottom 

Tor 

Cl/BD  0797  '  Front 

Cl/BD  0799  1  Rear 


each 

each 

doz. 

each 

each 

lbs. 


pair 

each 

each 


8  0 


0  6  0 


0 

1 

0 

0 


2  2 
2  6 

1  10 
1  11 


0  2  2 


2  5  0 


M.cone  for  •—  -*<* 


J?oi  Pins,  joint,  cover  and  Brackets,  dial  sight,  M.G.,  Mk.  1 


5-yd.  long 

For  Blocks,  feed,  R.H. 


3  0 
3  0 


A  7792, 
C  2022 
A  7792, 
C  2022 


A  7792 


A  7792 


A  7792, 
C  2022 
C  2022 
A  7792, 
C  2022 
A  3959 
A  7792, 
C  2022 
C  2022 
A  7792, 
C  2022 


(S!0.  9774) 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Tart  No. 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Detail. 


L.  of  C. 
Kef. 


Cl/BD  0802 
Cl/BD  0803 


Cl/BD  0805 
Cl/BD  0806 
Cl/BD  0807 
Cl/BD  0808 
Cl/BD  0811 

Cl/BD  0812 
Cl/BD  0813 

Cl/BD  0815 
Cl/BD  0816 
Cl/BD  0817 
Cl/BD  0818 

Cl/BD  0820 
Cl/BD  0821 
Cl/BD  0823 
Cl/BD  0822 
Cl/BD  0825 
Cl/BD  0824 

>  Cl/BD  0810 
£  Cl  /BD  0828 


GUNS,  MACHINE,  VICKERS,  -303-IN., 

MK.  1 — continued 

Pinions,  tangent  sight 

Mk.  2  ....  . 


0  2  6 


For  Mk.  2**  slides 


Mk.  3  . 

Pins 

Axis 

Bottom  pawl  .... 

Firing  lever  . 

Tangent  sight . 

Top  pawl 
Crank 
Firing 

No.  1  . 

No.  2  . 

Fixing 
Cork  plug 

Crank  handle  . 

Crank  pin  . 

Tangent  sight  slide  screw 
Joint 

Cover,  Mk.  1  .... 

Cover,  Mk.  4  .... 

Cover,  Mk.  5  . 

Crosspiece,  Mk.  1 
Crosspiece,  Mk.  3 
Keeper,  check  lever 


each 

0 

7 

6 

each 

0 

5 

6 

each 

0 

0 

104 

each 

0 

1 

3“ 

each 

0 

0 

101 

each 

0 

3 

9 

For  Mk.  3  slides 
For  Blocks,  feed,  R.H. 
For  Blocks,  feed,  R.H, 


each  14  6 

each  0  17  0 


1,000 

doz. 

doz. 

100 

each 

each 

each 

each 

each 

each 


3  0  6 

1  12  0 
0  13 

0  19  6 

0  6  0 
0  6  3 
0  4  2 
0  2  6 
0  4  11 
0  0  2 


For  Mk.  2**  slide 


For  use  on  guns 
For  use  on  guns 
For  use  on  guns 
For  use  on  guns 
For  use  on  guns 


without  Brackets,  dial  sight,  M.G. 
without  Brackets,  dial  sight,  M.G. 
when  Bracket,  dial  sight,  M.G.  is  fitted 
without  Brackets,  dial  sight,  M.G. 
when  Bracket,  dial  sight,  M.G.  is  fitted 


Lock,  rear  cover 

Safety  catch,  rear-crosspiece 


doz.  0  9  0  i 

each  0  0  11J  j 


A  7792, 

C  2022 
A  3959 

A  7792 
C  2022 
C  2022 
C  2022 
C  2022 
A  7792, 
C  2022 
C  2022 

A  7792 
C  2022 
C  2022 
C  2022 
C  2022 
A  7792 
C  2022 
C  2022 
B  3199 
C  2022 
B  3199 
A  7792, 
C  2022 
A  7792 
A  7792, 
C  2022 


SECTION  C  1~ MACHINE 


Section,  and 
Cat.  or 
Part  No. 

Designation. 

I 

Unit  of 
Issue. 

Cl/BD  0809 

GUNS,  MACHINE,  VICKERS,  303-IN., 

MK.  1 — continued 

Pins — continued 

Shutter  catch  .... 

Split 

each 

Cl/BD  0830 

Bush  axis  side  lever 

!  Cheek  nut,  long 

Front  cover  catch 

each 

i 

Cl/BD  0835 

Lever 

each 

Cl/BD  0836 

Muzzle  attachment 

each 

Cl/BD  0832 

Roller  collar  . 

each 

Cl/BD  0837 

Tangent  sight . 

T,  FIXING,  REAR  CROSSPIECE 

each 

Cl/BD  0840 

Mk.  1  . 

each 

Cl/BD  0841 

Mk.  2  . 

each 

Cl/BD  0842 

Trigger,  lock . 

each 

Cl/BD  0844 

Tumbler,  breech  block 

each 

Cl/BD  0860 

Pistons,  tangent  sight 

Plates 

Graduated 

each 

.Cl/BD  0863 

No.  2,  Mk.  1  . 

each 

Cl/BD  0862 

No.  2,  Mk.  1* 

each 

> 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


0  0  1 


Detail. 


L.  of  C. 
Ref. 


A  3312 


0  2  1  | 

!  Also  for  check  nut,  cover  joint  pin ;  Demand  as  “  Pins,  keep, 
split,  Jj-in.  x  1-m.”  Sec.  G  1  (GA  13979)  1 

Also  for  tangent  sight  slide  ;  Demand  as  “  Pins,  keep,  split 
.  „  i V-™-  X  J-in.  Sec.  G1  (GA  13975)  ^  P 

0  2  10  For  Blocks,  feed,  R.H. 

0  3  0  For  ball  and  blank  muzzle-attachments 
For  Slides,  No.  1,  Mk.  1 

For  Slides,  Tangent  Sight,  Mk.  2** 


A  7792, 
C  2022 


A  7792, 
C  2022 
A  8081 
A  7792, 
C  2022 


0  4  7  |  For  use  on  guns  without  Bracket,  dial  sight,  M.G. 


0  4  9 

o  o  iii 


For  use  when  Bracket,  dial  sight,  M.G.  is  fitted 


0  2  11 


0  4  2 


B  3199, 
C  2022 
B  3199 
A  7792, 
C  2022 
A  7792, 
C  2022 


1  5  6 

0  9  0 


Nugent1  ^  *°  2’900'yds'  for  Mk'  7  »™»- ;  for  Sights, 

Gr3  7^tC4  T  m,  \T7d°-  f°r  Mk'  7  ammn-  S  100  to 
3,700-yds.  for  Mk.  8Z  Ammn. ;  for  Sights,  tangent 


B  3043 


* 


* 


(SO  9774) 


Section  and 
Cat.  or 
Part  No. 


Cl/BD  0864 
Cl/BD  0865 

Cl/BD  0871 

Cl/BD  0872 
Cl/CA  0476 
Cl/BD  0873 


Cl/BD  0875 
Cl/BD  0876 
Cl/BD  0880 
Cl/BD  0882 


Cl/BD  0884 
Cl/BD  0885 
Cl/BD  0890 


Cl/BD  0896 
Cl/BD  0897 

-  Cl/BD  0900 


Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail.  j 

GUNS,  MACHINE,  VICKERS,  -303  IN., 

MK.  1 — continued 

Plates — continued 

Side 

1 

• 

Left,  No.  1,  Mk.  1 

Right,  No.  1,  Mk.  1 

!  Plugs 

Cork,  M.G.  chain  . 

each 

each 

each 

4  18  6 

4  2  0 

0  3  10 

Front  cover  catch  . 

Screwed,  No.  1 . 

Screwed,  No.  1 .  . 

each 

each 

each 

0  3  9 

0  4  6 

Alternative  to  BD  0873 

Alternative  to  CA  0476 

Plungers 

Front  cover  catch 

Shutter  catch .  . 

Protectors,  condenser  boss 

Rear-crosspieces 

Rivets 

doz. 

doz. 

each 

each 

14  0 

0  0  10 

0  8  0 

16  0  0 

Assembled 

Bracket,  check  lever 

Lower  ..  . 

Upper  .... 

Spring,  side  plate 

100 

100 

100 

•  0  11  0 
!  0  12  6 

1  0  8  9 

2  each  set ;  snaphead 

2  each  set ;  countersunk  head 

Rods,  connecting 

Mk.  1  . 

Mk.  1*  . 

each 

each 

2  13  0 

2  13  0 

Assembled 

Assembled 

Rollers,  No.  1  slide 

each 

0  1  11 

A  9233, 
C  2022 


A  7792, 
0  2022 
A  7792 

A  682, 

C  2022 

A  7792 
A  3312 
A  3312 

A  7792, 
C  2022 


A  7792, 
0  2022 
A  7792, 
C  2022 
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SECTION  C  1 — MACHINE  GUNS  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


£  «.  d. 


Detail. 


L.  of  C. 


Cl/BD  0901 
Cl/BD  0902 

Cl/BD  0903 
Cl/BD  0906 


GUNS,  MACHINE,  VICKERS,  -303-IN., 

MK.  1 — continued 

Screws 

Adjusting 

Fusee  spring  . 

Muzzle-attachment,  blank,  Mk.  1* 

each 

No.  1  . 

each 

Muzzle-attachment,  blank,  Mk.  1*, 
No.  2  . 

each 

Graduated  plate 

Lower  .  .. 

100 

1 

4 

4 

5 


0 

0 

0 

9 


i  Ref. 


C  2022 
A  9233 

A  7792 

A  7792 


Cl/BD  0907 

Cl/BD  0908 

Cl/BD  0909 
Cl/BD  0905 

Cl/BD  0920 
Cl/BD  0922 

Cl/BD  0924 

Cl/BD  0926 
Cl/BD  0927 
Cl/BD  0928 

Cl/BD  0930 
Cl/CA  0446 
Cl/BD  0931 
Cl/BD  0932 


Upper . 

Keeper,  steam  tube 

Locking,  pinion  cover 

Press  cap,  Mk.  4  tangent  sight 


100 

100 

100 

100 


Sears  .... 

Shutters 
Sights 
Fore 
Tangent 
Mk.  3*  .... 

Mk.  3** 

Mk.  4 
Slides 

Feed  block,  Mk.  1* 

Feed  block  slide,  Mk.  1* 
No.  1,  Mk.  1 
No.  2,  Mk.  1 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  7  6 
1  4  0 


2  19  6 
1  15  0 


For  Mk.  3  tangent  sight  slide 
For  Mk.  3  slide 


0  10  6 
2  16  6 


Assembled 


0  4  6 


7  2  0  Mk.  2  stem  with  Mk.  2*  slide 

7  6  0  Mk.  2  stem  with  Mk.  2**  slide 

Mk.  2  stem  with  Mk.  3  slide 

4  15  6  J  Assembled 

2  8  0  | 


A  7792, 
C  2022 
A  7792, 
C  2022 
A  7992, 
C  2022 
A  3959 
A  3959 

A  7792 
A  7242 

A  7792 
A  3959 


|  G  2022 
j  A  7792 

!  A  9233 
A  9233 


> 


> 


9» 
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1 

Section  and  j 
Cat.  or  i 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  o 

! 

Cl/BD  0935 
Cl/BD  0936 

GUNS,  MACHINE,  VICKERS,  303  IN., 

MK.  1 — continued 

Slides — continued 

Tangent  sight 

Mk.  2**....  . 

Mk.  3  . 

each 

each 

3  16 

2  4 

| 

Cl/BD  0940 

Springs 

Bottom  pawl,  R.H.  feed  block 

doz. 

1  0 

Cl/BD  0943 

Front  cover  catch  . j 

j  gross 

0  17 

Cl/BD  0944 

Fusee  . 

each 

0  12 

Cl/BD  0946 

Gib,  extractor  . 

!  gross 

0  19 

Lock 

Cl/BD  0948 
Cl/BD  0949 
Cl/BD  0952 
Cl/BD  0951 
Cl/BD  0953 

|  No.  1  . 

No.  2  . 

Rear  cover  . 

Pinion,  slide  . 

Safety  catch  . 

each 

each 

doz. 

each 

each 

0  17 

0  8 

1  0 
0  0 
0  2 

Cl/BD  0954 

|  Sear  . 

doz. 

0  14 

Cl/BD  0955 

Shutter  CATcn . 

1 

100 

0  5 

Side  plate 

Cl/BD  0956 
Cl/BD  0957 

Left  . 

Right  . 

each 

each 

0  0 

1  0  0 

9 

6 

6 

Oi 

2 

6 

0 


For  Sights,  tangent,  Mk.  3** 
For  Sights,  tangent,  Mk.  4 


For  Sights,  tangent,  Mk.  4 


A  7792 
A  3959 


A  7792, 
C  2022 
A  7792 

A  9233, 
C  2022 
A  7792, 
C  2022 
A  7792, 
C  2022 


A  3959 
A  7792, 
C  2022 
A  7792, 
C  2022 
A  7792, 
C  2022 
A  7792, 
0  2022 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 

Designation. 

_ 

Unit  of 
Issue. 

i 

1 

£  s.  d.  | 

! 

Cl/BD  0958 

GUNS,  MACHINE,  VICKERS,  303-IN., 

MK.  1 — continued 

Springs — continued 

Tangent  sight 

each 

0  0  2 

Cl/BD  0959 

• 

Top  pawl,  peed  block,  No.  1 

each 

0  4  4 

Cl/BD  0960 

Trigger  bar,  rear  cover 

doz. 

0  0  Hi 

Cl/BD  0970 

Stems,  tangent  sight,  Mk.  2 

each 

1  6  6 

Cl/BD  8088 

Cl/BD  0972 

Stems,  Mk.  2  tangent  sight  stem,  Mk.  2 
|  Studs 

Screwed  plug 

each 

doz. 

0  15  0 

Cl/BD  0973 
Cl/BD  0983 

Spring,  rear  cover  lock 

Triggers,  lock 

100 

each 

0  6  3 

Cl/BD  0985 

Tubes,  steam.  No.  1 . 

each 

1  16  9 

Cl/BD  0987 

Tumblers,  breech  block 

each 

0  11  6 

Cl/BD  0993 
Cl/BD  0994 

Washers 

Adjusting,  connecting  rod 

No.  1 

No.  2 

100 

100 

0  9  0 

0  9  0 

Cl/BD  0995 

Slide,  tangent  sight . 

100 

0  9  6 

Cl/BD  0996 

Spring,  press  cap,  tangent  sight 

100 

0  5  9 

Detail. 


Assembled 


FZentKl  CaSi"g  eDd  °ap’  an<1  f°f  bal1  and  bIank  ««»*  attach- 


•003-in. 

•  005-in . 

For  Ml;.  2**  slide 
For  Mk.  3  slide 


L.  of  C. 
Ref. 


A  7792, 
C  2022 
A  7792, 
C  2022 


17639 


A  7792, 
C  2022 


A  7792, 
C  2022 
A  7792, 
C  2022 
A  7792, 
C  2022 

A  7792, 
C  2022 


A  7792, 
C  2022 
A  3959 


SECTION  C  1— MACHINE 


Section  and 
Cat.  or 

Designation. 

Unit  of 
Issue. 

Part  No. 

Cl/BH  1225 
Cl/BD  2000 

1 

HAMMERS  M  r  Mk  1 

Crosspane,  20-mm.  Oerlikon  M.G.,  MK.  1 

M.G.,  Mk.  1 

each 

each 

Cl /BE  4111 

HANDLES,  WINDING,  BREN  100  RD. 
MAGAZINE 

Mk.  1 

each 

Cl/BE  4230 

Mk.  2 

each 

Cl/BD  2014  : 

HEADS,  MILLED,  M.G.,  MK.  1 

each 

Cl/BE  9445 

HOLDALLS,  BREN  303-IN.  M.G.,  MK.  1 

each 

Cl/BE  6371  j 

HOLDERS,  FILLING  AND  WINDING 
BREN  100-RD.  MAGAZINE,  MK.  1 

each 

Cl/BD  2027 

j  HOOKS,  “  S,  ”  M.G . 

gross 

Cl/AA  1132 

HOOKS,  SLING,  BREN  -303  IN.  M.G., 
MK.  1 

each 

Cl /AN  2011 SA 

HUBS,  WHEEL,  ANTI  FRICTION, 
DETACHABLE 

No.  125,  Mk.  1 

each 

Cl/BH  1821 

No.  126,  Mk.  1 

each 

Cl/BH  2342 

No.  132,  Mk.  1 

each 

Cl/BH  2345 

Axles,  stub,  left,  Mk.  2 

each 

GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


0  1  5 

0  1  1 


Detail. 


L.  of  C. 
Ref. 


i 


C  1921 
A  3312 


0  3  3 


B  4876 


0  12  0 


C 


0  0  6 
0  17  9 


With  leather  washer.  For  Guns,  machine,  Vickers,  Mk.  1  and  j 

Cans,  oil,  M.G.,  Mk.  1  ,,  A  a 

With  quick  release  fasteners,  carrying  handle  and  slmg 


A  7791, 
C  3102 
B  6530 


0  3  3 

0  1  11 

0  3  3 


For  use  with  Slings,  Bren  -303-in.  M.G.,  No.  1,  Mks.  1  and  _ 


B  4876 
A  3312 


B  1523, 
C  2376 


8  3  0 


For  Wheel,  pneumatic,  No.  126,  Mk.  1  on  Mtg.,  Universal, 

Pofw£.rpiS“V..  in.  Mk.  I  O,  M«..  Univere.1, 
20-mm.  gun,  No.  2,  Mk.  1 
Assembled :  with  axle,  stub,  leit,  iVlk.  £ 

For  Wheel,  pneumatic,  No.  132,  Mk.  1  on  Mtg.,  airborne,  20-mm. 
gun,  No.  2,  Mk.  2 


C  740, 
C  2317 
C  740, 
C  2317 
C  2198 
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Cl/BH  2344 
Cl/BH  2346 


DETACHABLE — continued 
No.  133,  Mk.  1 


Axles,  stub,  right,  Mk.  2 


Assembled  ;  with  axle,  stub,  right,  Mk.  2 

F°aim  1 No’  HTf’  N°'  I32’  Mk'  1  °n  Mtg"  airbon>e.  20-mm. 


0  2198 


Cl/BH  2350 

Cl/MG  4212 
Cl/BH  1547 

Cl/BH  1550 


Nos.  132  and  133 

Caps,  hub  . 

Distance  pieces,  Mk.  1 
Guards,  bearing,  Mk.  1 

Hubs  . 

Huts,  clamping,  stub  axle 
Nuts,  driving  stud,  Mk.  1 
Pins,  hinge,  stub  axle,  Mk.  1 
Washers,  lock  nut,  Mk.  1 
Washers,  packing,  Mk.  1 


each 

each 

each 

each 


Sec.  LV  7— HL  (P.  22118) 
Sec.  LV  7— HL  (P.  22119) 


Sec.  LV  7 — HL  (P.  22369) 

Sec.  LV  7— HL  (P.  29056) 
Sec.  LV  7— HL  (P.  22117) 


C  2198 


Cl/BD  2050 


LAMPS,  AIMING,  M.G.,  MK.  2 


set 


8  7(> 


Used  with  Posts,  aiming,  M.G.,  Mk.  1  ;  for  night  firing 
In  box  containing 

Bulbs,  elec.,  2-5  volt  0  (Sec.  W  2) 

Lamps,  No.  1 
Lamps,  No.  2 
Reels  (for  cable) 

Resistances,  adjustable 
;  Spikes  (for  cable) 

!  Spindles 
I  Switches 

j  Wire»  elec.  Q  22,  in  lengths  of  30  yds.  (Sec.  W  2) 

!  Without 

I  Batteries,  dry,  Y,  Mk.  2  (Sec.  W  2) 


4 

1 

1 

1 

1 

2 
1 
1 
2 


A  9233 


1 


> 


* 


SECTION  C  1— MACHINE 


Section  and 
Cat.  oi- 
Fait  No. 


Designation. 


Unit  of 
Issue. 


Cl/BD  2051 


Cl/BD  2052 
Cl/BD  2053 
Cl/BD  205-1 

CI  BD  2055 
Cl/BD  2056 

Cl/BD  2057 

Cl/BD  2058 

Cl/BD  2059 


LAMPS,  AIMING,  M.G.,  MK.  2— continued 
Boxes 
!  Lamps 

each  1 

i 

i 

No.  1  ...  . i 

No.  2 

Reels 

each  j 
each 
each  j 

Resistances,  adjustable 
j  Spikes 

each 

each 

1  Spindles 

each 

j 

I  Switches 

set 

LAMPS,  AIMING,  M.G.,  MK.  3 

set 

Cl/BD  8756 
Cl/BD  8758 
Cl/BD  8759 
Cl/BD  8760 
Cl/BD  8762 
Cl/BD  2060 
Cl/BD  8738 


Bands,  strengthening,  lid 
Boxes 

Brackets,  corner 
Brackets,  lamp 
Chains,  30-in. 

Discs,  amber 

Disec,  paper-white,  semi -opaque 


...I  each 
|  each 
j  each 
...  i  each 
...j  each 
each 
each 
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JNS,  MOUNTINGS  AND  APPURTENANCES 


| 

£  a.  d. 


Detail. 


L.  of  C. 
Ref. 


2  5  0 


1  10  0 
1  10  0 
1  1  0 

0  5  3 
0  4  9 

0  7  0 

0  15  0 

2  1  G 


0  1  9 

1  3  0 

0  0  2 
0  0  5£ 
0  2  5 
0  0  2 
0  0  0£ 


fibre  cleat  and  screwed  sockets  for  bulbs 


10|-in.  long ;  dia.  of  cheeks  31-in.  ;  dia.  of  core  J-m.,  with 

brass  ring  contact  plates  with  contact  arm 

1-^2  fTolf'ont' Paction  at  bottom  end,  eye  at  top 
,  “ai,  .  Ml  J.ln.  I«»g.  .«b  folding  handle.  one  end  ~»h 

JSjJfg**,  •  tom  inula.  4  o.nto.  -* 

switch  knob  with  contact  plate  night  firing 

firing  of  M.L.  3-in.  mortar  (Sec.  M  1) 

In  box,  containing  \ 

Lines*, Switch  with  hook  and  winder 
Switches 

WBatt"ries,dry,Y,Mk.2(Sec ;W2) 

Bulbs,  3  *5- volt,  P  (Sec.  W  2) 


A  9919 

A  5293 


A  5293 

A  5293 

B  172, 
B  994 


B  172 


T 3! 
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Section  and 
Cat.  or 
Part  No. 


SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


Unit  of 
i  Issue. 


Cl  BD  8763 
Cl/BD  8741 
Cl/BD  8742 
Cl/BD  8743 
Cl/BD  8744 
Cl/BD  2061 
Cl/BD  8766 
Cl/BD  8730 
Cl/BD  2062 
Cl/BD  8745 
Cl/BD  8739 
Cl/BD  8746 
Cl/BD  8747 
Cl/BD  8749 
Cl/BD  8748 
Cl/BD  8750 
Cl/BD  2063 
Cl/BD  8751 

Cl/BD  6440 


Cl /CM  18  SA 
Cl/CCM  18  SA 


Cl/BH  1227 
Cl/BH  1247 


LAMPS,  AIMING,  M.G.,  MK.  3 — continued 
Glasses 
Handles 
Hasps 
Hinges 
Hooks 
Lamps 
Lamps 

Leads,  flexible,  double,  36-In.,  free  length 
;  Lines,  switch 
!  Reflectors,  lamp 

Rods,  switch,  with  stop 
I  Spikes,  ground 
Staples 

Straps,  securing,  amber  disc 
Straps,  securing,  ground  spike 
Studs,  strap 
|  Switches 

Winders,  switch  line 

LEVELS,  CHECKING,  M.G.  DIAL  SIGHT, 
LEVELS,  EMERGENCY,  M.G.  DIAL  SIGHT 
C,  Mk.  1 

magazSine0ADING’  20  MW-  oerlikon 

Mk.  1 
Mk.  2 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


each 


each 


each 

each 


each  0  15  9 


£  s.  d. 


0  0 
0  0 
0  0 
0  4 


0  0  10£ 


2  8  0 


Detail. 


0  0  2 

0  0  10£ 
0  0  4 
0  0  5 
0  0  54 
0  4  \ 

0  1  10 
0  2  II 
0  0  10 
0  0  3£ 
0  1  7 

0  0  1J 


For  chain  and  switoh  line 
Assembled 


30-yds.  long ;  assembled 


Ceiling  type 


In  box 


2  3  0  1  For  R.H.  magazine 

i  0  I  Lor  L.H.  and  R.H.  magazines 


L.  of  C. 
Ref. 


B  172 

B  172 


B  172 


B  5106, 
B  7470 

B  3615, 
B  5106 
C  2496 


C  1370 
C  2314 


> 


* 


» 
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SECTION  C  1 — MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl  /BE  8801 

Cl/BE  8807 

Cl /BE  8808 

Cl/BE  8806 

Cl/BE  8809 

Cl/BH  0460 

Cl/BE  9540 
Cl/BE  9546 

Cl/BE  9541 
Cl/BE  9547 
Cl/BE  8985 

Cl/BE  9548 
Cl/BE  9545 

Cl/BE  9544 
Cl/BE  9549 

Cl/BE  8803 
Cl/BE  9241 


MAGAZINES,  BREN  -303-IN.  M.G.,  NO.  1 
Mk.  1 
Mk.  1* 

Mk.  1** 

Mk.  2 
Mk.  2* 

Mk.  3 

Guides,  platform 
Plates,  bottom,  Mk.  1* 

Platforms 
Mk.  1 
Mk.  2 
Mk.  3 

Retainers,  bottom  plate,  Mk.  1* 

Springs,  auxiliary 
Springs,  platform 

Mk.  1 
Mk.  2 

MAGAZINES,  BREN  100-RD. 

1  Mk.  1 

Mk.  2 


Fitted  with  auxiliary  spring 

Fitted  with  auxiliary  spring  and  Mk.  1*  bottom  plate  and  j 

Fitted  with  auxiliary  spring,  Mk.  2  case  and  No.  2  platform 

0  19  6  I  Fitted  with  auxiliary  spring,  Mk.  2  case,  Mk.  2  platform.  Mk.  1* 

bottom  plate  and  retainer 


0  0  0 
0  0  3 


0  3  9 


0  0 
0  0 


1  0 
1  8 


4  13  G  1 
4  10  0  1 


0  738 


C  2131 
C  2131 


B6531, 
B  8934 
!  B  6531 
|  B  8934 
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[SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  Ann 

Designation. 


L.  of  C. 
Ref. 


Th.  M-i,  >  „ki  ,  ^  2  oihOT|M  >(<w  )6< 


Cl /BE  4100 
Cl /BE  9243 
Cl /BE  4101 

Cl /BE  4102 
Cl/BE  9232 
Cl  /BE  4103 

Cl/BE  4104 
Cl/BE  9244 
Cl/BE  4105 

Cl/BE  4106 
Cl/BE  9247 

Cl/BE  4107 
Cl/BE  9248 

Cl/BE  9249 
Cl/BE  4108 
Cl/BE  9288 
Cl/BE  4109 

Cl/BE  4110 
Cl/BE  9289 


Cl/BH  1250 
Cl/CA  0830 


MAGAZINES,  BREN  100  RD. 

Bands,  protector 
Clips,  winding  handle 
Covers,  inspection 
Covers,  plate,  top 
Mr.  1 
Mk.  2 
Followers 
Handles 
Mk.  1 
j  Mk.  2 

Hubs,  main  spring,  Mk.  2 
Plates,  securing,  loading  iever 
Mk.  1 
Mk.  2 

Retainers,  top  plate 

Mk.  1  . 

Mk.  2 
Rivets 

Bracket,  winding  handle 
Plate,  securing,  loading  screw 
I  Retainer,  top  plate 

Springs,  main 
Straps,  handle 

Mk.  1 
!  Mk.  2 

MAGAZINES,  L.H.,  20-MM.  OERLIKON 
Mk.  1 

Mk.  2 


each 

0 

6 

0 

each 

0 

0 

1 

each 

0 

0 

9 

each 

each 

each 

i  0 

3 

0 

each 

0 

2 

3 

each 

!  o 

2 

9 

each 

0 

1 

10 

eacli 

0 

0 

3 

each 

0 

0 

2 

each 

0 

0 

9 

each 

0 

0 

2* 

100 

0 

3 

9 

100 

0 

6 

3 

100 

0 

6 

3 

each 

0 

2 

6 

each 

0 

1 

6 

each  | 

0 

0 

2 

j  each  j 

16 

0 

0  i 

!  each  | 

16 

0 

o  i  ( 

Por  Mk.  2  magazine 
For  Mk.  1  magazine 


Assembled  ;  with  2  links  and  2  dummy  cartridges 
Assembled  ;  for  Mk.  1  magazine 

Assembled  ;  with  winding  handle  ;  for  Mk.  2  magazine 

For  Mk.  1  magazine 
For  Mk.  2  magazine 

For  Mk.  1  magazine 
For  Mk.  2  magazine 

For  Mk.  2  magazine 
For  Mk.  1  magazine 
For  Mk.  2  magazine 


G  1607 
C  1607 


C  1370, 
C  2570 
C  2570 


* 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Part  No. 


Cl  BH  1150 


Cl,  BE  8798 


MAGAZINES,  R.H.,  20-MM.  OERLIKON 
AND  POLSTEN,  MK.  2 

MANDRILS,  MAGAZINE,  BREN  303-IN. 
M.G.,  MK.  1  . 


each 


16 


0 


0  60-rounds 


each 


13  5  0 


For  No.  1  magazine 


Detail. 


L.  of  C. 
Ref. 


C  1921, 
C  3046 

B  3932 


MOPS,  ROD,  CLEANING,  CYLINDER 
Cl /BE  8829  Bren  -303-in.  M.G.,  Mk.  1 

Cl /BE  9207  -303-in.  M.G.,  Mk.  2 


each 

each 


0  0  6 
0  0  3 


For  Bren  anti  7* 92-ram.  Beea  M.G.  (Sec.  C  2) 


B  2380 
B  6478, 
C  2732 


Cl/BH  0467 

Cl/BH  2339 
Cl/BH  1508 
Cl/BH  2335 
Cl/BH  1605 
Cl/BH  0468 


Cl/BH  1536 
Cl/BH  1537 
Cl/BH  0475 
Cl/BH  1542 
Cl/BH  0474 
Cl/BH  1614 
Cl/BH  1543 
Cl/BH  1593 
Cl/BH  0476 
Cl/BH  2437 
Cl/BH  1615 
Cl/BH  1604 
Cl  'BK  2338 


MOUNTINGS,  AIRBORNE,  20  MM.  GUN, 

NO.  2,  MK.  2 . 

Adjusters,  A.A.  sight  link,  Mk.  2 
Arms,  towing,  rear  legs 
Blocks,  traverse  control 
Bolts,  elevating  gear  bracket 
Brackets,  firing  cable 
Bushes 

Base  plate  column 
Lower  .... 

Upper  . 

POLSTEN  CRADLE 

Rear  legs 

Cables,  firing 
Carriers,  A.A.  sight 
Clamps,  rear  legs 
Collars,  A.A.  sight  stay 

Cradles,  Polsten  . 

Crossheads,  Polsten 

Forks,  A.A.  sight  carrier  support 

Gears,  elevating  . 

|  Gears,  Polsten  A.A.  sight 


each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


270  0  0 
1  0  0 
|  3  13  0 

1  0  6 
0  4  6 
0  9  6 


1  10  6 

2  0  6 

0  5  9 

0  3  9 

0  8  6 

|  3  14  6 

1  0  10  3 

0  2  3 

23  0  0 


11  5  0 


0  2198 


0  2198 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


(Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C. 
Ref. 

MOUNTINGS,  AIRBORNE,  20-MM.  GUN, 

—  ■ — 

140.  2,  MK.  2 — continued' 

Cl/BH  1561 

Guards,  elevating  gear 

each 

2  9  6 

Cl/BH  1606 

Handles,  elevating  gear 

each 

0  19  6 

Ci/BH  1563 

Holders,  sighting  telescope 

each 

2  16 

Cl/BH  1522 

Housings,  telescope 

each 

Cl/BH  1578 

Knobs,  Mk.  2  right  cradle  lever 

each 

0  7  6 

Cl  /BH  2336 

Knobs,  traverse  control 

each 

0  9  3 

Legs 

Front 

Cl/BH  1539 

Left 

each 

13  10  0 

Cl/BH  1540 

Right  .... 

each 

13  15  0 

Rear 

Cl/BH  1541 

1  Left  . 

each 

16  10  0 

Cl/BH  1546 

Right 

each 

15  10  0 

Levers 

Cl/BH  0478 

Cradle,  left,  upper,  Mk.  2 

each 

Cl/BH  0481 

Cradle,  right,  Mk.  2 . 

each 

y 

Cl/BH  1570  | 

Firing  . 

each 

0  3  5 

Cl/BH  1616 

Intermediate,  A. A.  sight 

each 

0  14  9 

C  2198 

Cl/BH  1617 

Operating,  A. A.  sight 

each 

0  12  3 

Cl  /BH  0469 

Trigger . 

each 

0  7  9 

Links 

C  2198 

Cl/BH  1618 

A. A.  sight 

each 

Cradle  lever 

Cl/BH  0480 

Left  . 

each 

0  3  6 

Cl/BH  0482 

Right  .... 

each 

0  3  8 

Cl/BH  1619 

Short,  A. A.  sight 

each 

0  3  6 

Nuts 

Cl/BH  0457 

A.A.  sight  link 

each 

Cl/BH  1607 

Elevating  gear  . 

each 

0  5  0 

Cl/BH  1645 

Left  cradle  lever  pin 

each 

0  0  7£ 

Also  Nuts,  towing  arm  pin 

>  > 


$ 
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Section  and 
Cat.  or 
Part  No. 


Cl/BH  1384 
Cl/BH  1608 
Cl/BH  1609 

Cl/BH  1621 
Cl/BH  1594 
Cl/BH  1622 
Cl/BH  1623 
Cl/BH  1560 
Cl/BH  1571 
Cl/BH  1644 
Cl/BH  1642 
Cl/BH  1544 
Cl/BH  1548 
Cl/BH  1510 
Cl/BH  1511 
Cl/BH  1549 

Cl/BH  1626 
Cl/BH  0484 
Cl/BH  1509 

Cl/BH  1551 
Cl/BH  1552 
Cl/BH  1610 
Cl/BH  0485 

Cl/BH  1553 
Cl/BH  1523 
C1BH  1611 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


MOUNTINGS,  AIRBORNE,  20-MM.  GUN, 
NO.  2,  MK.  2 — continued 
Pads,  shoulder-piece 
Pinions,  elevating  gear 
Pinions,  elevating  handle 
Pins 

A. A.  SIGHT  CARRIER 

A.A.  SIGHT  CARRIER  SUPPORT 

A. A.  SIGHT  EORK  . 

A.A.  SIGHT  LINK  ADJUSTER 

Elevating  seat  clamp 

Firing  lever  . 

Left  cradle  lever 
Lever  cradle  plunger 

Rear  legs  clamp  . 

Retaining,  seat 

Towing  arm  . 

Towing  arm  plunger  . 

Plates,  crosshead  adjusting  screw 
Plungers 

Locking,  crosshead 

Securing,  gun . 

Towing  arm 

Retainers 

Crosshead 

Crosshead  adjusting  screw 

Elevating  nut . 

Gun  securing  plunger 

Screws 

Adjusting,  crosshead 
Clamping,  telescope  .... 

Elevating  . 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  4  6 

0  2  3 

0  5  0 

0  15  6 

0  2  5 
0  1  6 


Assembled 


C  2198 
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SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Detail. 


Cl/BH  1595 
Cl/BH  1339 
Cl/BH  1573 
Cl/BH  1554 
Cl/BH  1545 
Cl/BH  1579 

Cl/BH  1574 
Cl/BH  1627 
Cl/BH  1628 

Cl/BH  1601 
Cl/BH  1643 

Cl/BH  1629 
Cl/BH  0470 
Cl/BH  1576 
Cl/BH  1575 


Cl/BH  1602 
Cl/BH  1603 

Cl/BH  1555 
Cl/BH  1556 
Cl/BH  1401 
Cl/BH  0471 
Cl/BH  1600 
Cl/BH  1513 


MOUNTINGS,  AIRBORNE,  20-MM.  GUN 

NO.  2,  MK.  2  —continued 
Screws — continued 
Elevating  seat  clamp 
Firing  cable  bracket 
Left  cradle  lever  handlebar 
Lower  column  bush 
Rear  legs  clamp 
Right  cradle  lever  knob 
Sleeves 

Left  cradle  lever  handlebar 
Locking,  crosshead 
Trunnion 

Springs 

A. A.  sight  stay 
Cradle  lever  plunger 

Crosshead  locking  plunger  ... 

Firing  cable 
Firing  lever 
Safety  catch 

Stays 

A. A.  sight 
Inner 
Outer  .... 

Leg,  front 
Left 

Right  .... 

Stiffeners,  shoulder-piece  pad 
Stirrups,  trigger  lever 
Strips,  back  seat  pad 
Studs,  short  link 


left  cradle  lever 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 


0  2  4 


0  9  6 


0  0  II 


0  9  6 


6 

9 

11 

11 


Also  Screws,  crosshead  retainer 


’^plungeT86’  g“n  SeCU,ing  Plun«er  ",,d  Springs,  towing  arm 


L.  of  0. 
Ref. 

C  2198 

C  2198 

C  2198 


* 
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Cl/BH  2340 

Cl/BH  0472 
Ci/BH  0483 
Cl/BH  1562 

Cl/BH  2031 


Cl/BH  0500 
Cl/BH  0502 


Cl/BH  0503 
Cl/BH  0504 


SECTION  C  1—  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


Cl/BH  0506 
Cl/BH  0531 


MOUNTINGS,  AIRBORNE,  20  MM.  GUN, 

NO.  2,  MK.  2 — continued 

Supports,  A.A.  sight  carrier,  Mk.  2 
Trunnions 
Left,  Mk.  2 
Right,  Mk.  2 
Washers,  handlebar  sleeve 


MOUNTINGS,  MONOPOD,  VICKERS 
303-IN.  M.G.,  MK.  1 

MOUNTINGS,  STRADDLE,  A.A.,  BREN 
•303  IN.  M.G.,  MK.  1 
Balls,  pivot 
Bases,  Mk.  1 

Blocks,  bearing 

i  Lower,  Mk.  1  . 

Upper,  Mk.  1 

Bolts,  actuating.  Airing  lever 


Cl/BH  0505  Brackets,  stop,  traversing,  Mk.  1 


Carriers,  sight 

Clips,  lever,  firing,  Mk.  1 


each 

each 

each 

each 


each 

each 

each 


each 

each 


each 

each 

each 


£  a.  d. 


0  9 
0  10 


11  15  0 
1  8  0 


0  2 
0  3 


10 

6 


0  2  10 


1  11  6 


0  0  1* 


Detail. 


Demand  as  “  Balls,  anti-friction,  J-in.”  Sec.  LV  6-MT  7  (182) 
With  Bolts,  B.S.W.,  hex.  head,  Lm.  x  3-in.  bec.  X2  (XB 
12854) ;  Nuts,  B.S.W.,  hex.,  £-in.  Sec.  X  2  (XB  1-759) 


Demand  as  Bolts,  B.S.W.,  hex.  head,  i-in.  X  1-in.  Sec.  X2 
(XB  10404);  Nuts,  B.S.W.,  hex.  slotted,  i-m.  Sec.  X  2 
(XB  11634) ;  Pins,  keep,  split,  A -in.  X  1-m.  See.  G  1  (GA 13979) 
With  2  Bolts,  B.S.W.,  hex.  head,  f-in.  X  H-m.  Sec.  X  ~ 
(XB  10042);  Nuts,  B.S.W.,  hex.  J-in.  Sec.  X  2  (XB 
10208) ;  2  Washers,  shakoproof,  external  type  11,  s-in.  oec. 
LV  6-MT  6  (9724)  ,  ,  0  _  .  . 

With  Nuts,  B.S.W.,  hex.,  slotted,  J-m.  Sec.  X  2  (XB  10768) , 
Pins,  keep,  split  j-in.x  H-in.  See.  G  1  (GA  14021) ;  Washers, 
£-in.  bright,  Sec.  X  2  (XB  10570)  ,YR 

With  Bolt,  B.S.W.,  hex.  head,  i-in.  X 

10404);  Nut,  B.S.W.,  hex.,  J-m.  Sec.  X  2  (XB  10059), 
Washer,  shakoproof,  external  type  11,  *-m.  bee.  L.V  b- 
MT  5  (24861 ) 


L  of  C. 
Ref. 


C  3 

B  7805, 
B  9367 


SECTION  C  1— MACHINE 


Section  end 
Cat.  or 
Part  No. 

Designation. 

Unit  oi 
Issue. 

1 

Cl/BH  0520 

MOUNTINGS,  STRADDLE,  A. A.,  BREN 
•303-IN.  M.G.,  MK.  1 — continued 

Cradles,  Mk.  1 

each 

Cl/BH  0522 

Levers,  actuating 

Front,  Mk.  1 

each 

Cl  /BH  0523 
Cl/BH  0524 

Cl/BH  0529 

Rear,  left,  Mk.  2 

Rear,  right,  Mk.  2 

Levers,  firing 

Left,  Mk.  1 

each 

each 

each 

Cl/BH  0530 

Right,  Mk.  1 

each 

Cl/BH  0521 

Lugs,  gun,  adjustable,  Mk.  1 

each 

Cl/BH  0507  | 

Pillars,  Mk.  1 

each 

Cl/BH  0509 

Pins,  block,  upper  bearing,  Mk.  1 

each 

Cl/BH  0508 

Pins,  pillar,  Mk.  1 . 

each 

Cl/BH  0510 

Rods,  actuating,  sight,  Mk.  1 

each 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


2  9  0 


“irsiiSr  -* 2  "“*■  «*•  x  i*. ' 


0  5  0 

0  2  10 
0  2  10 


With  Nut,  B.S.W.,  hex.  f-in.  Sec.  X  2  (XB  10208) ;  Pin,  keep 

^•KSwiSw*1  (GA  w“h"-  BS": 

Ei  I 


0  4  3 
0  4  3 
0  2  10 

3  10  0 


0  0  0| 


W Washer'  rTw^'  n1‘“-  Se0-  G1  <GA  13999)  and  , 

n-'Ar,-’  ,  •S-W'>  t‘m-  Sec.  X  2  (XB  10306) 

With  Pm,  keep  split,  &-in.  x  1-in.,  See.  Gl  (GA  13999)  and  i 

,  Washer,  B.S.W.,  f-in.  Sec.  X  2  (XB  10306) 

Wl2thJ  IlUt3’  B;S-,W”  he*-  Jo<  k’  l'in-  Sec.  X  2  (XB  10509)  and| 
MT5(9706)3h  ePr°Of’  extemaI  ^P0  U.  i'in-  Sec.  LV  6-  j 

A7xBbno’l  B^rhtX-  head’  *-“•  X  *•*•  Sec.  X2  j 

XTi  Uni?/  N-Bt0lp’ oBw  W‘  heX  lead’  i  in-  X  i-in.  Sec.  X  2  , 
tw.fi3942  ’i  M-W..  wing,  |-in.  Sec.  X  2  (XB  14323) ;  i 
^  ^  ,erS\v,a,k0pi'°0f-.eXtC,;lial  ‘yP®  U.  i-i»-  Sec.  LV  6-MT  5 
11483)  WaSh6r’  Spnng’  d°ublc  tl,rn-  !-'»■  Sec.  Gl  (GA  ; 


0  0  4 


With  Chain,  6£-in.  long 


0  7  0 

0  0  11 


We  pfnf  t  B'S'Tv  h,ex'’  slotted’  i->“-  Sec.  X  2  (XB  10768) ;  : 
j  LP,“8’  keep,  split,  i-m.  X  IJ-in.  Sec.  G  1  (GA  14019);  2  i 
I  mA  A'8’  brlght’  *-m-  Sec.  X  2  (XB  10570) 

1  "lth  2  Pm8>  koeP.  split,  TV-in.  X  i-in.  Sec.  G  1  (GA  13975) 


* 


SECTION  C  1— ' MACHINE 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  0512 


Cl/BH  0526  j 


Cl/BH  0527 
Cl/BH  0513 


Cl/BH  0514 


Cl/MG  1  GA 

Cl /MG  5379 
Cl/MG  5097 

Cl/MG  5033 
Cl/MG  5134 
Cl  /MG  5085 


Cl/MG  4196 
Cl/MG  5198 
Cl/MG  5491  ; 

Cl/MG  5086  1 


Designation. 


Unit  of 
Issue. 


MOUNTINGS,  STRADDLE,  A.A., 
303-IN.  M.G.,  MK.  I— continued 
Seats,  bucket,  Mk.  1 


BREN 


each 


Shafts,  cradle,  Mk.  1 

Springs,  return,  firing  lever 
Stays,  support,  sight  carrier,  Mk.  1 

Supports,  sight  carrier,  Mk.  1 


each 

each 

each 

each 


MOUNTINGS,  TRIPLE,  20-MM.,  no.  3, 
MK.  1  ■  -  . 

Absorbers,  shock,  engine 
Adjusters,  cocking  chain 
Arms 

Actuating,  elevating  gear  box 
Firing  control  shaft 
Firing  gear 

Batteries,  secondary,  12-volts,  63-amps. 
Blocks 

Adjusting,  limit  switch 
Centre  cradle 
Elevation 

Firing  gear  . 


each 

each 

each 

each 

each 

each 


each 

each 

each 

each 


SUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


| 


0  9  0 

0  2  1 

0  0  2 
0  3  6 

18  0 


With  left  and  right  brackets;  6  Bolts, 

head,  1-in.  x  fin.  Sec.  X2  (XB  lo640)  ;  6  Nuts,  B.S.W., 
1-in.  Sec.  X  2  (10057) ;  and  6  Washers,  spring,  single  turn, 

1-in.  Sec.  G  1  (GA  11502)  ,YT.  .on ar\  . 

With  2  Nuts,  B.S.W.,  hex.,  slotted,  fin.  Seo.  X  2(XBm4S)  , 

2  Pins,  keep,  split,  fin.  X  Ifni.  Sec.  Gl  (GA  14020)  ,  2 
Washers,  B.S.W.,  f-in.  Sec.  X  2  (XB  13810) 

with  Bolt,  B.S.W.,  hex.  head,  f-in  x  Bin.  Sc^  X  a  /XB 
13896);  Nut,  B.S.W.,  hex.,  f-m  Sec.  X  2  (XB  10208), 
Washer,  shakeproof,  external  type  11,  |-in.  Sec.  L\  b-Ml  5 

With  “bracket,  detachable  ;  3  Bolts,  B.S.W.,  hex  head,  *-in  X 
f.in.  Sec.  X  2  (XB  13944) ;  3  Nuts,  B.S.W.,  hex.,  w-in.  Sec.  , 
X2  (XB  10319);  3  Washers,  shakeproof,  external  type  11, 
-fe-in.,  Sec.  LV  6-MT  5  (15414) 


Hand  and  power  operated  ;  Convtd.  Mk.  1  No.  1  mtg. 


C  2132 


See.  LV  6-MT  14  (80174) 


SECTION  C  1 — MACHINE 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue, 


Cl/MG  5494 
Cl /MG  5312 
Cl/MG  40  SA 

Cl/MG  18  SA 
Cl/MG  1  SA 
Cl/MG  19  SA 

C1/5U  565 
C1/5U  741 


Cl/MG  5099 
Cl/MG  5170 
Cl/MG  5034 
Cl/MG  5035 
Cl/MG  5330 
Cl  /MG  5171 

Cl/MG  27  SA 
Cl/MG  20  SA 
Cl/MG  30  SA 
Cl/MG  24  SA 
Cl/MG  28  SA 
Cl/MG  26  SA 
Cl/MG  22  SA 

Cl  MG  25  SA 


;  MOUNTINGS,  TRIPLE,  20-MM.,  NO.  3, 

j  MK.  1 — continued 
Blocks — continued 
Operating,  elevation  lever 
Sliding,  controller 

Boards,  motor-generator  terminal 
Boxes 

Junction 

j  Main  switch 

Reduction  gear 

Brushes 

Carbon,  type  1,  motor 
Generator 

Bulbs,  elec,  lamp,  S.B.C.,  24-V.,  6  W.,  gas 

filled 

Bushes 

Cocking  chain  adjuster 
Engaging,  clutch 
Engaging,  spur  wheel  clutch 
Engaging,  worm  wheel  clutch 
Insulating,  contact  resistor  arm 
Shaft  pillar 
Cables 

Charging -set-main  switchbox 
Junction  box-controller 
Junction  box-limit  switch 
Junction  box-motor  generator 

Main  switch  box  batteries . 

Main  switch  box-motor  generator 
Main  switch  box-subsidiary  switch 
box 

I  Motor  generator-elevation  motor  | 


each 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


I 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


Detail. 


L.  of  C. 
Ref. 


11  10  0 


For  safety  switch  box  ;  Sec.  LV  6— MT  3  (11981) 


0  7  6 

0  6  3 

1  17  6 
1  4  0 

1  19  6 

2  8  0 
1  10  0 

3  3  6 

1  13  6 


For  traverse  gear  box 
For  elevating  gear  box 
For  elevating  gear  box 

For  traverse  gear  box 


I 


I 


y 


SECTION  C  1— MACHINE 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


Cl/MG  23  SA 
Cl/MG  49  SA 
Cl/MG  48  SA 
Cl/MG  47  SA 
Cl/MG  50  SA 

Cl/MG  21  SA 
Cl/MG  5161 

Cl/MG  5264 
Cl/MG  5100 
Cl/MG  5101 
Cl/BH  2479 

Cl/CA  0497 
Cl/MG  5476 
Cl/MG  5041 
Cl/MG  5184 
Cl/MG  5  MA 

Cl/MG  4190 
Cl/MG  5102 

Cl/MG  5188 
Cl/MG  4210 
Cl/MG  6  SA 

Cl/MG  5128 
Cl/MG  4356 


MOUNTINGS,  TRIPLE,  20-MM.,  NO.  3, 

MK.  1 — continued 
Cables — continued 

Motor  generator-traverse  motor 
Solenoid  switch  box-bottom  gun  .... 
Solenoid  switch  box -centre  gun  .... 
Solenoid  switch  box-top  gun 
Solenoid  switch  box-safety  switch 

box  ....  . 

Subsidiary  switch  box-junction  box 
Caps,  retaining,  cradle  axis  pin 
Cases 

Elevating  quadrant  ....  . 

Left  cocking  gear 

Right  cocking  gear  . 

Chains,  driving,  simple,  Renolds,  No. 

110046,  -5-in.  pitch  x  87  links  . 

Charging  sets,  1260  W.,  No.  7 

Clips,  sight  bar 

Clutches,  elevating  gear  box 

Clutches,  traverse  gear  box 

Controllers 

Covers,  dust 

Contact  resistor  arm 
Cradle  bearing 

Couplings 

Drive,  motor  .... 

Flexible,  motor-generator . 

Cradles 

Cut-outs,  auto.,  No.  6 
Deflectors,  cartridge  case 
!  Deflectors,  cartridge  case 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d. 


Detail. 


1  17  6 

1  8  0 
1  4  6 

1  12  0 


0  0  10£ 


0  3  3 


For  main  switch  box  ;  Seo.  X  3  (XC  0590) 


L.  of  C. 
Ref. 


C  3273 


60 


Cl/CA  0533 
Cl/MG  5142 
Cl /MG  5046 
Cl/MG  12  SA 


Cl/MG  5047 
Cl/MG  5288 
Cl/MG  4182 

Cl/MG  5243 
Cl/MG  5107 

Cl/MG  5108 
Cl/MG  5050 

Cl/MG  5321 
Cl/MG  5146 

Cl/MG  5504 
Cl/MG  5270 
Cl/MG  4168 
Cl/MG  5052 
Cl/MG  4169 
Cl/MG  5053 
Cl/MG  5408 

Cl/MG  5132 


SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

j 

Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

1 

L.  of  C. 
Ref. 


MK.  1 — continued 

Firing-units,  elec.,  Polsten,  24- V. .  each 

Forks,  firing  control  shaft  each 

Forks,  operating  lever  clutch  each 

Frames,  operator  seat  ..  i  each 

Fuses,  cartridge 
150-amp.,  No.  1 
30-amp.,  No.  I 
Gears 

Crank,  elevating  .  ...|  each 

JDLER  each 

Reduction  .  each 

Handles 

Cocking  ....  each 

Gun  locking  plunger  each 

Knobs 

Lifting,  ratchet  pawl  each 

Plunger . I  each 

Levers 

Centralising,  contact  resistor  arm  each 

Firing,  control  connector .  each 

Links 

Connecting,  elevating  gear  box  ....  each 

Cradle  ....  ....  ....  each 

Left,  elevating  gear  box .  each 

Left,  traverse  gear  box  ....  each 

Right,  elevating  gear  box  ....  each 

Right,  traverse  gear  box  ....  each 

Sight  frame  i  each 

Lugs,  locking,  cradle  |  each 


For  elevating  and  traverse  gear  boxes 


For  main  switch  box  ;  Sec.  Z  3  (ZC  26477) 
For  Solenoid  switch  box ;  Sec.  Z  3  (ZC  26476) 


1  2  0 


0  3  2 

0  2  0 


For  elevating  and  traverse  gear  boxes 
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SECTION  C  1-  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C 
Ref. 


Cl /MG  9  A 
Cl /MG  10  A 
Cl  MG  6MA 

Cl/ MG  5323 
Cl /MG  5271 
C1/5K  87 

Cl/MG  5109 
Cl /MG  5054 
Cl/MG  5110 
Cl/MG  5272 

Cl  MG  5191 
Cl/MG  5058 


Cl/MG  5273 
Cl/MG  5111 
Cl/MG  5149 
Cl/MG  5163 
Cl/MG  5118 
Cl/MG  5129 
Cl/MG  5175 
Cl/MG  5292 
Cl/MG  5293 
Cl /MG  5057 
Cl/MG  5411 
Cl  MG  5059 


|  MOUNTINGS,  TRIPLE,  20-MM.,  NO.  3, 

'  MK.  1 — continued 

Motors 

Elevation 

Traverse 

Motor-generators 

Nuts 

Adjusting,  controller 
Balance  spring  ... 

Cable  gland,  0-6-in.  I.D.,  0-625-in. 
THREAD  DIA„  26  T.P.I.,  0-31-IN.  LONG... 
COCKTNG  CHAIN  SPROCKET 

Elevating  crank  gear 

Pawls,  cocking  ratchet 

Pieces,  distance,  elevation  motor 

Pinions 

Drive,  elevating  gear  box 
Spur,  16-teeth . 

Pins 

Axis 

!  Balance  spring  tube  . 

Cocking  handle 
Cradle,  left  side  frame 
Cradle,  right  side  frame 
Ratchet  pawl 
Connector,  sight  frame 
Handwheel,  traverse  gear  box 
Journal,  idler  gear 
Journal,  reduction  gear 

Roller  . 

Sight  frame 

l  Plates,  actuating 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


For  Cable,  solenoid  switch  box-bottom,  centre  and  top  guns 

I  For  elevating  gear  box 

I 

0  6  3 

0  4  6 

0  0  9  |  For  elevating  and  traverse  gear  boxes 

I  For  elevation  and  traverse  gear  boxes 
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SECTION  C  1 —MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/MG  5192 

Cl/MG  5062 
Cl, MG  5193 

Cl/MG  5116 
Cl/MG  5115 
Cl/MG  5150 
Cl/MG  5130 
Cl/MG  76  SA 

Cl/MG  26  A 
Cl/MG  27  A 
Cl/MG  5065 
Cl/MG  5151 

Cl/BH  2025 
Cl/BH  2365 

Cl/MG  5067 
Cl/MG  5303 
Cl/MG  5194 

Cl/MG  5307 
Cl/MG  5308 
Cl/MG  5309 
Cl/MG  5071 
Cl/MG  5304 
Cl/MG  5195 
Cl  /MG  5072 


Designation. 


MOUNTINGS,  TRIPLE,  20  MM.,  NO.  3, 

MK.  1 — continued 

Plates,  engaging,  clutch 
Plugs 

On.  draining  . 

Oil  filling 

Plungers 

Cocking  slide 
Locking,  gun 
Safety  lever 

Quadrants,  elevating 
Resistors,  field  motor 
Rheostats 

Elevation 

Traverse 

Rollers,  elevating  and  traverse  gear  boxes 
Rollers,  firing  control  shaft  arm 
Seals,  oil,  gits 

No.  22515031 
No.  10005031 

Shafts 

Main,  elevating  gear  box 
Worm  wheel,  reduction  gear  box 
21 -teeth  spur  wheel  ... 

Shims 
0-015 
0-020 
0-024 
0-028 
0-028 
0-028 
0-032 


Unit  of 
Issue. 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


£  s.  d. 


0  0  4 
0  0  4 
0  0  4 


0  0  4 


Detail. 


L.  of  C. 
Ref. 


For  traverse  gear  box 

For  elevating  and  traverse  gear  boxes 
For  traverse  gear  box 


0  13  3 
0  2  3 


0  4  5 


For  elevating  gear 

For  elevating  and  reduction  gears 


For  traverse  gear  box 


For  elevating,  reduction  and  traverse  gear  boxes 

For  elevating  gear  box 
For  reduction  gear  box 
For  traverse  gear  box 
For  elevating  gear  box 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Cl/MG  5305 
Cl /MG  5196 
Cl/MG  5073 
Cl/MG  5306 
Cl/MG  5197 
Cl/MG  5416 

Cl/MG  5417 
Cl/MG  5510 
Cl/MG  5418 


C1/5K  59 
C1/5K  62 
Cl/MG  5177 
Cl/CA  0563 

Cl/MG  5154 
Cl/MG  5077 

Cl/MG  5278 
Cl/MG  5118 
Cl/MG  5119 
Cl/MG  5332 
Cl/MG  5327 
Cl/MG  5245 
Cl/MG  5095 
Cl 'MG  5240 


MOUNTINGS,  TRIPLE,  20-MM.,  NO 

MK.  1 — continued 
Shims — continued 
0-032 
0-032 
0-036 
0.036 
0-036 
Sight-bars 
Sights 
Fobe,  500-m.p.h. 

Fobe,  500-m.p.h. 

Reab  . 

Sleeps 

Bonding,  metal  bbaided  gable,  L.T. 
TYPE  2,  OVAL 
Inner  .... 

Outer  . 

Pin,  handwheel  . 

Solenoid,  C.A.V.  No.  BBNG  27 
Spindles 

Fibing  leveb  . 

Pinion,  elevating  geab  box 

Springs 

Balance  ....  . 

Cocking,  batchet  pawl 
Cocking  slide  plungeb 
Contact  resistor  arm.. 

Contbolleb 
Extension  leveb 
Fibing  leveb  spindle 
Fibing  pedal  .... 


each 

each 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  0  4 

0  0  4 
2  2  6 

2  19  6 

0  12  9 


7  14  0 
0  8  3 


For  reduction  gear  box 
For  traverse  gear  box 
For  elevating  gear  box 
For  reduction  gear  box 
For  traverse  gear  box 


Alternative  to  MG  5510 
Alternative  to  MG  6417 


^For  Cables,  solenoid  switoh  box-bottom,  oentre  and  top  guns 
For  traverse  gear  box 


0  0  8  1  For  elevating  gear  box 
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SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section,  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


Detail. 


Cl/MG  5239 
Cl /MG  5094 
Cl/MG  5120 
Cl/MG  5478 
Cl/MG  5421 
Cl/MG  5073 

Cl/MG  5155 


MOUNTINGS,  TRIPLE,  20-MM.,  NO.  3, 

MK.  1 — continued 
Springs — continued 
Firing  pedal  rod 
Front  rod,  firing  gear 
Gun  locking  plunger. 

LrNK 

Operating,  limit  switch 
Plunger  .... 

Rear  rod 

Safety  lever  plunger 


each 

each 

each 

each 

each 

each 

each 


L.  of  C. 

Ref. 


o  0  7j 


For  elevating  and  traverse  gear  boxes 

For  elevating  and  traverse  gear  boxes  and  secondary  ring  sight 
Demand  as  Springs,  firing  lover  spindle  ”  (MG  5095)  ?  8 


Cl/MG  5121 
Cl/MG  5122 

Cl/MG  5333 
Cl/MG  5334 
Cl/MG  5123 


Sprockets 

Cocking  chain 
Idler,  cocking  chatn 

Strips 

Contact  resistor  arm 
Insulating  contact  resistor  arm 

Stops,  cocking  slide 


each 

each 

each 

each 

each 


0  18  9 
0  12  6 


C1/5C  2126 


Cl  /MG  5406 


Cl/MG  5125 
Cl/MG  5126 
Cl/MG  5080 
Cl  MG  5081 


Switches 

Micro.,  Burgess  Mk.  3,  type  1 
Miscellaneous,  Lucas  type  PS  7 
push-pull 

Subsidiary  switch  box 
Starter,  Lucas  type  ST  18 
Washers 

Felt,  cocking  gear  case 
Bottom 

Top  .... 

Locking,  elevating  crank  nut 
Thrust  bearing,  elevating  gear  box 


each 


each 


each 

each 

each 

each 


See.  LV  6-MT  14  (LU  314027) 
Seo.  LV  0-MT  14  (LU  704246) 


0  0  2} 
0  0  2} 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of  j 

Issue.  i 

i 

£  6.  d. 

Detail. 

1 

1 

L.  of  C. 
Ref. 

T 

MOUNTINGS,  TRIPLE,  20  MM.,  NO.  3, 

MK.  1 — continued 

Wheels 

• 

i 

Cl /MG  5210 
Cl/MG  5211 

Cl /MG  5083 
Cl/MG  5310 
Cl/MG  5209 

Cl/MG  5084 
Cl/MG  5311 
Cl/MG  5212 

Cl/BE  9135 

Spur 

18-teeth  . 

21 -teeth 

Worm 

Elevating  gear  box  . 

Reduction  gear  box 

Traverse  gear  box  . 

Worms 

Elevating  gear  box 

Reduction  gear  box 

Traverse  gear  box 

MOUNTINGS,  TRIPOD,  BREN  -303-IN. 
M.G.,  MK.  2 . 

each 

each 

each 

each 

each 

each 

each 

each 

each 

i 

13  0  0 

For  traverse  gear  box 

For  traverse  gear  box 

1 

, 

1 

B  7471, 
j  0  1028 

Cl/BH  0943 

MOUNTINGS,  TRIPOD,  BREN  .303-IN. 
M.G.,  MK.  2* . 

each 

j  13  15  0 

| 

|  Folding  pattern  ;  for  airborne  troops 

|  0  1028 

The  following  Components  are  common  to  Mountings,  tripod,  Bren  .303-in.  M.G.,  Mks.  2  and  2*  unless  otherwise  stated  In  the  detail. 

Cl/BH  0945 

Cl/BH  0946 
Cl/BH  0947 

Cl/BH  0948 
Cl/BH  0949 
Cl/BE  9551 

MOUNTINGS,  TRIPOD,  BREN  303-IN.  M.G. 
Blocks,  traversing  segment  securing  plate 
Brackets 

Locating,  traversing  segment 
Swivel,  traversing  segment 
♦  Traversing  segment 

Left,  Mk.  2*  . 

Right,  Mk.  2* . 

Caps,  nut,  elevating  screw 

each 

each 

each 

each 

each 

each 

0  12  9 

0  4  11 

j  For  Mk.  2*  mtg. 

For  Mk.  2*  mtg. 

For  Mk.  2*  mtg. 

For  Mk.  2*  mtg. 

For  Mk.  2*  mtg. 

1 

1 

SECTION  C  1— MACHINE 


Section  and 
Cat.  or 
Part  No. 


Designation. 


Unit  of 
Issue. 


Cl/BE  9557 
Cl/BE  9555 
Cl/BE  9556 
Cl/BH  0962 
Cl/BH  0914 
Cl/BE  9558 


Cl/BE  9560 
Cl/BH  0963 

Cl/BE  9559 
Cl/BE  9561 

Cl/BH  0950 
Cl/BH  0951 
Cl/BH  0952 
Cl/BE  9562 


Cl/BH  0960 
Cl/BE  9568 
Cl/BE  9145 
Cl/BH  0959 

Cl/BE  9567 
Cl/BE  9146 
Cl/BH  0957 
Cl/BH  0958 


MOUNTINGS,  TRIPOD,  BREN  303-IN. 
M.G. — continued 
Collars 

Elevating  screw  . 

Elevation  nut  clamping  screw 
Elevating  sleeve  clamping  screw 
Traversing  segment  clamping  handle 
Frames,  Mk.  2* 

Gears,  elevating  . 

Handles 

Clamping 

Front  and  rear  legs  . 

Traversing  segment 
Clamping  screw 
Elevating  sleeve 
Traversing  slide 
Hinges 

Frame  . 

Frame,  inner  . 

Frame,  outer 

Keys,  elevating  sleeve  . 

Legs 

Front 

Mk.  1* . 

Mk.  2  and  rear  right,  Mk.  1 
Mk.  3  and  rear  right,  Mk.  2  .... 

Mk.  3* 

Rear,  left 
Mk.  I 
Mk.  2 

Mk.  2* . 

Rear,  right,  Mk.  2* 


each 

each 

each 

each 

each 

each 


eaoh 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 
each 
each 
each  I 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£ 


d. 


Detail. 


L.  of  C. 
Ref. 


0  0  6 
0  0  3 
0  1  4 
0  0 

3  18  0 


For  Mk.  2*  mtg. 
For  Mk.  2*  mtg. 
Assembled 


0  7  3 
0  0  11 


For  Mk.  2*  mtg. 


0  19  3 
0  1  6 


0  6  6 
0  6  6 
0  0  11 


Assembled  ;  for  Mk.  2*  mtg. 
For  Mk.  2*  mtg. 

For  Mk.  2*  mtg. 


For  Mk.  2*  mtg. 

0  15  0 
0  15  0 

For  Mk.  2*  mtg. 


0  15  0 


For  Mk.  2*  mtg. 
For  Mk.  2*  mtg. 
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Section  and 
Cat.  or 
Part  No. 


Cl/RE  9622 
Cl/BE  9140 
Cl /BE  9137 
Cl/BE  9571 
Cl/BE  9570 
Cl/BE  9136 

Cl/BE  9573 
Cl/BE  9147 


Cl/BE  9575 
Cl/BE  9576 
Cl/BE  9577 
Cl/BE  9580 
Cl/BH  0953 
Cl/BE  9584 
Cl/BE  9585 
Cl/CA  0788 
Cl/BH  0954 

Cl/BE  9586 
Cl/BH  0955 
Cl/BE  9593 


Cl/BE  9594 
Cl/CA  0780 


SECTION  C  1-  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 

Unit  of 
Issue. 

£ 

s. 

d. 

Detail. 

MOUNTINGS,  TRIPOD,  BREN  -303-IN. 

i 

j 

M.G. — continued 

Nuts 

Clamping,  traversing  stop 

Mk.  1  . 

Mk.  2  . 

each 

each 

0 

0 

8i 

Clamping  screw,  traversing  slide 

each 

0 

0 

7 

Elevating  nut  clamping  screw 

each 

0 

2 

3 

Elevating  screw  . 

each 

0 

8 

0 

Handle,  elevating  sleeve  clamping 

SCREW 

j  each 

0 

0 

6 

Also  for  Stud,  rear  leg  joint 

Mk.  2  front  leg  joint  screw 

eaoli 

0 

0 

5 

Traversing  segment  . 

■  each 

0 

1 

6 

Pins 

Collar 

3 

0 

Elevating  screw 

doz. 

0 

Elevating  nut  clamping  screw 

doz. 

0 

0 

H 

Also  for  traversing  slide 

Elevating  sleeve  clamping  handle 

doz. 

0 

0 

9 

Eront  leg  joint  screw 

doz. 

0 

0 

H 

Also  for  rear  leg  joint  stud  nut 

Hinge,  frame 

doz. 

0 

6 

0 

For  Mk.  2*  mtg. 

Tumbler,  elevating  gear 

each 

0 

0 

Assembled 

1  Pivots 

Pivots 

each 

each 

0 

10 

0 

Plates,  securing,  traversing  segment 

each 

0 

4 

5 

For  Mk.  2*  mtg. 

Plugs 

Elevating  sleeve 

Tube,  frame 

each 

each 

0 

0 

10 

For  Mk.  2*  mtg. 

Rings,  elevating  nut  clamping  screw 
Screws 

each 

0 

1 

8 

Clamping 

Assembled 

Elevating  nut  .... 

Elevating  nut  screw 

each 

each 

0 

4 

8 

L.  of  C. 
Ref. 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C. 
Ref. 

Cl  BE  S595 
Cl/CA  0785 
Cl/BH  0964 
Cl  BE  9597 
Cl  CA  0782 
Cl  BE  9623 
Cl/BE  9139 
Cl  BE  9598 
Cl/CA  0778 
Cl/BE  9599 

Cl/BE  9600 
Cl/BE  9144 
Cl/CA  0789 
Cl/BE  9601 
Cl  BE  9602 
Cl/BE  9603 
Cl/BE  9604 
Cl  BE  9605 
Cl/BE  9721 

Cl/BE  9606 
Cl/BH  0961 
Cl/BE  9607 

Cl  BE  9608 
Cl/CA  0783 
Cl  BE  9611 


MOUNTINGS,  TRIPOD,  BREN  303-IN. 

M.G. — continued 
Screws — continued 
Clamping — continued 
Elevating  sleeve 
Elevating  sleeve  screw 
Traversing  segment 
Traversing  slide 
Traversing  slide  screw 
Traversing  stop,  Mk.  1 
Traversing  stop,  Mk.  2 

Elevating  . 

Elevating  screw 
Fixing,  rear  leg  joint  stud 
Joint 

Front  leg,  Mk.  1  . 

Front  leg,  Mk.  2 
Front  leg  screw,  Mk.  2 

Pivot  . 

Plug,  elevating  sleeve 
Ping,  elevating  nut 
Stop,  traversing  slide 
Traversing  segment 
Traversing  segment  screw 
Segments,  traversing 

Mk.  1  . 

Mk.  1* 

Sleeves,  elevating  . 

Slides 

Traversing  . 

Traversing  slide 

Springs,  joint,  leg  . 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  5  3 

0  0  in 

0  3  9 
0  2  6 
1  17  0 
0  0  7£ 


0  1 
0  1 


0  2 
0  0 


0 

7 

0  0  7} 


0  0 
0  0 


1  3  6 
0  15  0 
1  1  0 
0  0  2J 


Assembled 

For  Mk.  2*  mtg. 
Assembled 


Assembled 


Assembled 

Assembled 


Assembled 


For  Mk.  2  mtg. 
For  Mk.  2*  mtg. 


Assembled 


3 


J 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl  BE  9613 

Cl  BE  9617 
Cl  BE  9138 
Cl  CA  0593 


Cl/BE  9614 
Cl/BE  9148 
Cl/BH  0965 
Cl/BE  9615 
Cl  /CA  0786 
Cl/BE  9616 

Cl/BD  2226 


Cl/BD  2227 
Cl/BD  2228 
Cl/BD  2229 
Cl/BD  2230 

Cl/BD  8895 
Cl/BD  2231 


Cl/BD  2236 
Cl/BD  2238 
Cl/BD  2240 


Designation. 


MOUNTINGS,  TRIPOD,  BREN  -303-IN. 
M.G. — continued 
Stops 

Pivot  .  . 

Traversing 

Mk.  1 

Mk.  2  .  . 

Straps,  securing 
Studs 

Joint,  rear  legs 
Mk.  1 

Mk.  2  . 

Traversing  segment 

Tumblers 
Tumblers 
Washers,  pivot 

MOUNTINGS,  TRIPOD,  -303  IN.  M.G., 
MK.  4B 
Blocks 

Centring  gun 
Left 
Right 

Screw,  traverse  checking  clamp 

Bolts,  jamming,  elevating  gear 
Bushes 

Crosshead 

Elevating  wheel  . 

Chains 

Elevating  screw,  Mk.  2 
Pin,  joint,  crosshead,  Mk.  2 
Pin,  joint,  elevating  gear,  Mk.  2 


Unit  of 
Issue . 

£  s.  d. 

each 

j 

1 

0  0  If 

each 

0  13  6 

Assembled 

each 

0  7  3 

each 

For  Mk.  2*  mtg. 

each 

0  1  « 

For  Mk.  2*  mtg. 

each 

each 

For  Mk.  2*  mtg. 

each 

0  14  3 

|  Assembled 

each 

each 

o 

o 

© 

! 

each 

49  0  0 

each 

0  2  4 

each 

0  2  2 

each 

0  1  1 

I 

doz. 

each 

0  3  11 

each 

1  1  6 

each 

0  19 

each 

0  0  10J 

each 

0  0  10| 

Assembled 

Detail. 


L.  of  C. 
Ref. 


A  3312, 
A  4201 


15997 

15997 

C  2430 


A  4201, 
C  2430 

A  7204 

A  7204, 
C  2430 


Section  and 
Cat.  or 
Part  No. 


Cl/BD  2270 
Cl/BD  2269 


SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


C1BD.8905 
Cl  BDa2243 

Cl/BD  2251 
Cl/BH  2310 

Cl  /BD  8898 
Cl/BD  9107 

C1/BD.2256  j 

Cl/BD  2257  i 

Cl/BD  2260  j 

Cl/BD  2261  j 

Cl/BD  8916  I 


Cl/BD  2265 
Cl/BH  2320 
Cl/BD  2266 
Cl/BH  2322 

Cl/BD  2267 
Cl/BH  2323 
Cl/BD  2268 


Unit  of 
Issue. 


MOUNTINGS,  TRIPOD,  303-IN.  M.G., 

— continued 

Crossheads 
Crossheads,  B 

Dials,  direction,  Mk.  2 
Eyes  and  rings,  crosshead 
Feathers 

Elevating  wheel  bush 
Rear  leg  joint  pin 

Gears,  elevating 
B 

B,  SKELETON 

Handles 

Jamming,  front  legs 
Rear  leg  jamming  nut 
Screw,  traverse  checking  clamp 
Legs 
Front 
Left,  Mk.  1 
Left,  Mk.  2 
Right,  Mk.  1 
Right,  Mk.  2  .... 

Rear 
Mk.  1  . 

Mk.  2 
Links,  split 

Loops 

Elevating  gear  joint  pin 
Mk.  2b  crosshead  joint  pin.... 


each 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

each 

doz. 


doz. 

doz. 


£  s.  d. 


2  2 
2  2 


2  19  6 
0  1  6 

0  1  4 

0  0  10 


Detail. 


15  15  0 

4  5  0 
0  0  6J 

0  0  9 
0  1  11 

10  5  0 

3  3  0 

0  4  8 
0  2  10 
0  2  1 


Assembled 

Assembled 


With  wheel,  elevating,  B 


With  Mk.  1  shoe 
With  Mk.  1  shoe 

With  Mk.  1  shoe 

For  Chains,  elevating,  screw.  Mk  2  •  ™  .•  •  x 

head,  and  Chains, ^pin,  joint,  elevating'gear'  J°mt  Cr°S9' 


L.  of  C. 
Ref. 


A  4201, 
A  7204 
23737 


A  4201, 
C  2430 
A  4201 


A  1601 
C  1608 
A  1601 
C  1608 

A  1601 
C  1608 


A  7204, 
C  2430 


> 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

i 

Designation. 

Unit  of  j 
Issue,  j 

1 

£ 

s. 

i 

d. 

I 

| 

! 

Detail.  1 

1 

t 

L.  of  C. 
Ref. 

MOUNTINGS,  TRIPOD,  303-IN.  M.G., 

MK.  4B — continued 

Nuts 

Cl/BD  9318 

Elevating  gear  jamming  bolt 

each 

0 

0 

8i 

Cl/BD  2275 

Elevating  wheel  bush 

each 

0 

3 

7 

A  4201 

Cl/BD  8951 

Front  leg  joint  stud  . 

each 

0 

0 

3i 

Cl/'BH  2325 

Jamming,  rear  leg 

each 

0 

14 

3 

Cl/BD  2277 

Screw,  traverse  checking  clamp 

each 

0 

3 

4 

Cl/BD  8920 

Tumbler,  elevating  gear 

each 

0 

3 

9 

Pins 

Cl/BD  9112 

Fixing,  rear  leg  jamming  nut 

each 

0 

0 

li 

Joint 

Cl/BD  2281 

Crosshead,  Mk.  2b 

each 

0 

11 

3 

A  7204, 

C  2430 

Cl/BD  2282 

Crosshead,  Mk.  2b,  D.P. 

each 

0 

1 

9 

A  7204 

Cl/BD  2284 

Elevating  gear,  Mk.  2b 

each 

0 

15 

9 

With  loop 

Cl/BD  2285 

Elevating  gear,  Mk.  2b,  D.P. 

each 

0 

1 

5 

With  loop 

Cl/BD  2286 

Rear  leg 

each 

0 

14 

G 

Keep,  steel 

£-in.  x  |-in.,  rust  proofed 

gross 

For  Pointer,  dial  direction,  Mk.  2  ;  Sec.  M  3  (MC  8004) 

£-in.  X  lj-in.,  rustproofed 

gross 

For  Chain,  pin,  joint,  elevating  gear  ;  Sec.  M  3  (MC  9270) 

£-in.  X  £-in.,  rustproofed 

gross 

For  Pin,  tumbler,  crosshead  ;  Sec.  M  3  (MC  9271) 

Split,  elevating  gear  joint  pin 

Demand,  as  “  Pins,  keep,  split,  J-in.  x  l£-in.”  Sec.  G  1  (GA 

chain 

14021) 

Split,  fixing  tumbler  pin 

Demand  as  “  Pins,  keep,  split,  J-in.  X  2£-in.”  Sec.  G  1  (GA 

Split,  indicator  plunger 

Demand  as  “  Pins,  keep,  split,  ^-in.  X  1-in.”  Sec.  G  1  (GA  j 

14017)  j 

Cl/BD  2290 

Tumbler,  crosshead  . 

each 

0 

2 

8 

j  Plates 

Clutch 

! 

Cl/BH  2331 

i  Front,  left 

each 

0 

12 

0 

Issued  together  with  BH  2332 
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SECTION  C  1  MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  2332 
Cl/BD  8928 
Cl/BD  8929 
Cl/BD  2295 
Cl/BD  2298 


Cl/BD  2301 

Cl/BD  2302 
Cl/BD  2310 


Cl/BD  2316 

Cl/BD  8943 
Cl/BD  2317 
Cl/BD  8890 
Cl/BD  2318 

Cl/BD  2320 
Cl/BD  2321 
Cl/BD  2315 
Cl/BD  2322 
Cl/BD  8948 

Cl/BD  2330 
Cl/BD  2331 


MOUNTINGS,  TRIPOD,  303  IN. 

MK.  4B — continued 
Plates — continued 
Clutch — con  tinned 
Front,  right 
Rear,  left 
Rear,  right 

Mk.  2  DIAL  DIRECTION  POINTER 

Plungers,  indicator 
Pointers 

Direction  dial 

Mk.  2 


Elevating 

Rings,  adjustable,  direction  dial 


Screws 

Elevating 

Fixing 

Front  clutch  plates 
Graduated  ring 
Left  gun  centring  block 
Mk.  2  direction  dial  pointer 
Set 

Direction  dial 
Direction  dial  ring 
Traverse  checking  clamp 
Zero,  graduated  ring 

Sockets 

Springs 

Disc 

Indicator  plunger 


each 

I 

1 

0 

12 

0 

Issued  together  with  BH  2331 

i 

! 

each 

0 

15 

0 

Issued  together  with  BD  8929 

each 

each 

0 

0 

13 

3 

6 

0 

1  Issued  together  with  BD  8928 

each 

0 

1 

8 

|  For  Pointer,  dial  direction,  Mk.  2 

j 

A  3312 
A  3312 

each 

0 

4 

6 

21594, 

each 

each 

0 

1 

0 

7 

6 

j  For  B  elevating  wheel  and  elevating  dial 

|  “screw  Kraduated  and  P,ain  ri"g  with  G  filing  screws  and 

A  22 

A  4201 
A  90 

set 

4 

5 

6 

A  23 

each 

0 

0 

i  ! 

doz. 

0 

1 

4  1 

6  per  dial 

each 

0 

0 

0  k 

A  3312 

100 

1 

5 

6 

1 

A  3312 

doz. 

0 

7 

9  1 

3  per  dial 

doz. 

1 

0 

0 

A  3312 

each 

0 

6 

6 

A  3312 

doz. 

0 

0 

** 

each  1 

doz.  | 

0 

3  11  ! 

2* 25-in.  dia.  ;  ’875-in.  hole 

1  100  | 

0 

5 

6  1 

A  3312 

A  3312 


Section  and 
Cat.  or 
Part  No. 


Cl  BD  2335 
Cl/BD  2336 
Cl  BH  2481 

Cl  BD  2337 
Cl  BD  2339 
Cl/BD  8970 

Cl/BD  2340 
Cl/BD  2341 
Cl/BD  9013 
Cl/BD  2338 
Cl/BD  9021 
Cl/BD  2351 

Cl/BH  1420 

Cl  BH  1370 
Cl  BH  1966 

Cl/BH  1304 

Cl/BH  1427 
Cl/BH  1428 
Cl/BH  1372 
01  BH  1373 

Cl  BH  1305 
Cl  BH  1374 
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SECTION  C  1- MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


M.G., 


MOUNTINGS,  TRIPOD,  -303-IN, 

MK.  4B — continued 

Studs 

Front  leg  joint 

Set  screw  ring . 

Tumblers 

Washers 

Chain,  Mk.  2  crosshead  joint  pin 

Elevating  nut . 

Eye,  crossiiead... 

Front  leg  joint  stud 

No.  1  . 

No.  2  .... 

Handle,  rear  leg  jamming  nut 
Mk.  2  elevating  gear  joint  pin  chain 
Screw,  traverse  checking  clamp  ... 

Wheels,  elevating,  B 

MOUNTINGS,  UNIVERSAL,  20  MM.  GUN, 
NO.  2,  MK.  1 
Arms,  shoulder-piece 
Axles,  No.  126  pneumatic  wheel 
Bars 

Anchor,  eront  spring  counter¬ 
balance  . 

Extension,  front  ....  . 

Extension,  rear  . 

Towing 

Bearings,  fulcrum  shaft  assembly 
Bolts 

Extension  bar 
Locking,  frame 


Unit  of 
Issue. 


each 

each 

each 

100 

100 

100 

gross 

gross 

each 

100 

each 

each 


each 

each 

each 


each 

each 

each 

each 

each 

each 

each 


£  s.  d. 


0  12  9 
0  0 
1  6  6 

0  1  2 
0  1  11 
0  1  5 

0  5  3 

0  5  3 
0  0  6 
0  1  1 
0  0  5| 
0  18  0 


1  6  6 
3  15  0 


0  16  3 
2  10  0 
0  14  6 
0  10  9 
0  19  9 


Detail. 


^f-in.  thick 
■jk-in.  thick 


For  elevating  gear 


For  1  Polsten  20-mm.  gun 


L.  of  C. 
Ref. 


A  3312 


C  2430 


A  4201 
A  4201 


A  4201, 
C  2430 

C  740, 
C  2199 
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Section  and 
Cat.  or 
Part  No. 


Cl/BH  1951 
Cl/BH  1328 
Cl/BH  1375 

Cl/BH  1376 
Cl/BH  1329 
Cl/BH  1377 
Cl/BH  1378 
Cl/BH  1934 
Cl/BH  1379 
Cl/BH  1327 
Cl/BH  1380 

Cl/BH  1381 
Cl/BH  1332 

Cl/BH  1382 
Cl/BH  1338 

Cl/BH  1315 
Cl/BH  1316 
Cl/BH  1383 


Cl/BH  0978 

Cl/BH  1385 

Cl/BH  1958 
Cl/BH  1386 


Designation. 

I 

Unit  of 
Issue. 

!  £  s.  d. 

1 

1 

- 

|  Detail. 

mountings  universal,  20-MM.  gun, 

NO.  2,  MK.  1 — continued 

I 

1 

|  ' - 

Brackets,  supporting,  cylinder 

Gables,  firing 

Carriers,  sight  bar 

Catches 

|  each 
i  each 
each 

0  10  9 

0  8  9 

1  10  6 

1 

i 

Base  support 

Safety 

Clamps,  sight  bar 

1  each 
each 
each 
each 
each 
each 
each 
each 

0  8  9 
j  0  4  11 

Clips,  stowage 

Cradles 

|  0  2  9 

0  0  4 

For  grease  gun  and  tommy  bar 

Eye-bolts 

Firing-gears 

Frames,  seat 

Handles 

0  1  7 

2  ]  6 

1  1  0 

Assembled 

Frame  locking  bolt 

Gun  securing  plunger 

Levers 

each 

each 

0  0  6 

0  2  6 

| 

Actuating,  sight 

Trigger,  Polsten  20-mm.  M  G 

Nuts 

each  | 
each  | 

0  8  0,' 
0  10  6 

Retaining,  frame 

Securing,  cradle 

Stay,  shoulder-piece  arm 

Pads  ""j 

each 
each 
each  j 

0  2  4 

0  2  11 

0  0  8  | 

Shoulder-piece 

1 

Demand  as  “Mountings,  airborne,  20-mm.  gun.  No  2  Mk  2 
Pads,  shoulder-pieee  ”  (BH  1384)  ’ 

Trail  foot  clamp 

Pins 

I 

each 

0  0  4 

Knob,  extension  bar  plunger 

Pivot  ' 

Cylinder 

Support,  base  catch  ... 

each 

each 
each  | 

0  0  8 

0  0  6 

Also  “  Pins,  knob,  plunger,  shoulder-pieee  arm  support  ” 

L.  of  C. 
Ref. 
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Section  and 
Cat.  or 
Part  No. 


Cl/BH  1387 
Cl/BH  1388 
Cl/BH  1389 
Cl/BH  1390 
Cl/BH  1960 

Cl/BH  1963 
Cl/BH  1391 
Cl/BH  1940 

Cl/BH  1319 
Cl/BH  1941 
Cl/BH  1333 
Cl/BH  1392  | 

Cl/BH  1942  j 

Cl/BH  1393 

Cl/BH  1394 
Cl/BH  0979 

Cl/BH  1395 
Cl/BH  1396 
Cl/BH  1397 
Cl/BH  1398 

Cl/BH  1344 
Cl/BH  1399 
Cl/BH  1964 
Cl/BH  1326 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


Unit  of 
Issue. 


£  s.  d. 


MOUNTINGS,  UNIVERSAL,  20-MM.  GUN, 

NO.  2,  MK.  1 — continued 
Pins — continued 


Detail. 


Plate,  connecting,  parallelogram 

Sight  actuating  rod . 

Spindle,  extension  bar 
Stay,  shoulder-piece  arm 

Pistons 

Plates 

Clamping  . 

Connecting,  parallelogram 
Securing,  retainer 
Plungers 
Extension  bar 
Retainer 

Securing,  gun . 

Rails,  frame  seat 
Retainers,  stay 
Rods,  actuating,  sight 
Screws 

Securing,  eccentric  bush 
Trail  foot  clamp  . 

Seals,  felt 

Gear  shaft  . 

Intermediate  gear  shaft 
Trunnion  shaft 

Sight-bars,  No.  3  . 

Springs 

Catch  retaining  base  support 

Counter  balance  . 

Cylinder 

Gun  securing  plunger 


each 

each 

each 

each 

each 

each 

each 

each 

each 
each 
each 
each 
each  j 
each  ! 

each 

each 

each 

each 

each 

each 

each 

each 

each 

each 


0  7  3 
0  8  0 

0  1  10 

0  8  9 


Also  “  Pins,  spindle,  shoulder-piece  arm  support  ” 


0  6  6 
0  4  9 
0  1  11 


0  1  4 
0  1  3 
0  3  5 
0  3  3 
0  14  3 
1  0  0 


Also  “  Plunger,  shoulder- piece  arm  support  ” 


0  0  \i 


Also  “  Screws,  securing,  intermediate  gear  shaft  ” 


0  0  7 
0  0  7 

0  0  9£ 
0  16  3 

0  0  3£ 
0  19  3 
0  3  2 
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Section  and 
Cat.  or 
Part  No. 


Cl/BH  1345 
Cl/BH  1946 

Cl/BH  1947 
Cl/BH  1400 


Cl/BH  1402 

Cl/BH  1403 
Cl/BH  1965 

Cl/BH  1927 


Cl  ISM  55 
Cl/SM  54 

Cl/BD  2476 

Cl/BD  2479 
Cl/BD  2477 
Cl/BD  2478 

Cl/BD  2480 
Cl/BD  2481 


SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Designation. 


Unit  of 
Issue. 


“°™s>  UNIVERSAL,  20-MM.  gun, 

NO.  2,  MK.  1 — continued 
Springs — continued 
Plunger,  bar  extension 
Retainer  plunger 

Stays 

Locking,  elevation 
Shoulder-piece  arm 

Stiffeners,  shoulder-piece  pad 

Supports,  shoulder-piece  arm 
Washers 

Bearing  turntable  looking  nut 
Sealing  .... 

MKCI1S>  ANCILLARIES>  20-MM.  MTGS., 

&.mpl,ate-  ***  e°-m 

PADS,  SEAT,  20-MM.  60-RD.  MAGAZINE, 

PATCHES,  FIRST  AID,  VICKERS  M.G., 

Clips 

Pads 

Plates 

PEGS  NIGHT  LINE,  M.G.,  MK.  1 
Collars 


each 

each 

each 

each 


each 

each 

each 


each 

each 

each 


set 

gross 

gross 

gross 

set 

each 


£  d. 


Detail. 


0  0  4 
0  0  4 

4  4  0 
0  4  11 


1  1  6 

0  0  4 
0  0  4 


0  16  9 


0  1  10 
5  1  0 

4  1  0 

5  6  0 


0  2  0 


For  Mtgs.,  airborne,  20-mrn.  gun,  No.  2,  Mk.  2 

For  Mtgs.,  airborne,  20-mm.  gun,  No.  2,  Mk.  2 

Consisting  of  pad,  plate  and  2  clips 
With  screw 

Consisting  of  I  9-in.  and  2  IS-in.  pegs  and  I  collar 


L.  of  C. 
Ref. 


Also  Springs,  plunger,  shoulder- piece  arm  support : 


De<^ifFd  aS  n  airborne,  20-mm.  gun,  No.  2,  Mk  2 

stiffeners,  shoulder-piece  pad  ”  (BH  1401)  ' 


C  1009 

C  2198, 
C  2316 

C  2198, 
C  2316 


B  2854 


B  921-P 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Designation. 

Unit  of 
Issue. 

£ 

s. 

1 

d. 

Detail. 

L.  of  C. 
Ref. 

Part  No. 

1 

PEG,  NIGHT  LINE,  M.G.,  MK.  1 —continued  i 

| 

1 

Cl/BD  2482 
Cl/BD  2483 

Pegs 

9-in.  .  . 

1S-IN .  . 

each 

each 

0 

0 

0 

0 

81 

Cl/VE  0128 

PLOTTERS  M.G. 

No.  1,  Mk.  1 

each 

19 

5 

1 

0  | 

1 

For  Vickers  -303-in.  M.G.  with  Mk.  7  ammn. 

A  9932, 

B  5106 

Cl  OS  1A 

No.  2,  Mk.  1 

each 

7 

3 

0 

For  Vickers  -303-in.  M.G.  with  Mb.  8Z  ammn. 

B  3005, 
B  5106 

Ci  BD  2500 

PLUGS,  BELT,  M.G.,  MK.  1 

each 

0 

2 

9 

With  wood  handle  ;  for  belts  of  Vickers  *  303-in.  M.G. 

PLUGS,  CLEARING 

0 

0 

1  For  Bren  M.Gs. 

1 

B  1827, 

Cl/BD  2503 

•303  in.  M.G.,  Mk.  1 

each 

3 

B  9369 

Cl  BH  1244 

Polsten  and  Oerlikon  20  mm.  M.G.,  Mk.  1 

each 

0 

11 

G 

1 

C  711, 

C  2024 

Cl/BD  2502 

Vickers  -303-in.  M.G.,  Mk.  1 

each 

1 

6 

G 

B  1827, 
B  9369 

Cl/BD  2507 

PLUGS,  TEST,  ADAPTER,  CONDENSER, 
VICKERS  -303  IN.  M.G.,  MK.  1 

each 

0 

15 

9 

With  cap  and  retaining  pin 

Cl/BD  2510 

POSTS,  AIMING,  M.G.,  MK.  1 

each 

0 

9 

6 

Consisting  of  tubular  stem  with  base  plate  with  3  spikes  and 
clamp  screw  ;  inner  rod  with  lamp  and  disc  bracket,  disc, 
canvas  disc  cover  and  clamp  collar  with  screw  ;  for  use  also 
with  Lamps,  aiming,  M.G.,  Mk.  2  ;  for  night  firing 

A  9233, 
B  995 

A  9919 

C1BD  2514 
Cl/BD  2515 
Cl/BD  2518 

Covers,  aiming  disc 

Discs,  aiming 

Screws,  clamping 

Screws,  securing  aiming  disc 

i  doz. 
j  doz. 
doz. 

0 

!  o 

13 

2 

4 

3 

G 

6 

With  leather  lace  4£-in.  long 

With  bulls  eye  assembled  ;  with  2  securing  screws 

Standard  No.  3  wing  thumbscrew 

Demand  as  “Screws  B.A.,  csk.  head,  No.  4  X  $-in.  Sec.  Z  2 
(ZB  11891) 
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Cl  BD  2511  |  POSTS,  AIMING,  M.G.,  MK.  2 


Cl  BD  2512 
Cl  BD  2513 


Cl  BD  2522 

Cl  BD  2523 
Cl/BD  2516 

Cl  BD  2520 
Cl/BD  2521 


Cl /BE  2019 
Cl  BE  2020 


Cl,  BD  2525 


Discs,  aiming 
Nuts,  wing 

Screws,  securing  aiming  disc 
POSTS,  AIMING,  M.G.,  MK.  3 


Discs,  upper  stem 
Screws,  securing,  aiming  disc 

POSTS,  ZERO,  M.G.,  MK.  1 

P?OCHES,  FORESIGHT,  BAR,  DEFLEC 
TION 

Mk.  1 

Mk.  2 

Fasteners,  quick-release 

Female  part 
Male  part 

P^OTECTORs,  MUZZLE,  VICKERS 
•oUo-lrl.  M.G. 

Mk.  1 


% 


each 

0  18  9 

doz. 

1  16  0 

doz. 

0  3  5 

each 

0  6  6 

each 

0  0  6 

each 

0  1  3 

each 

0  4  8 

each 

0  3  5 

each 

each 

each 

0  3  1 

lb 

CTn dtL°rf  l,pper  S?,enZ  Wi^1  aimiM«  d*80  with  securing  screw; 
regiments  ^  8tud  and  i  for  Cavalry 

“  steei’  c“ad>  n°-  2  >< 

Consisting  of  lower  stem,  with  base  plate  with  3  spikes  ;  folding 
upper  stem,  with  disc,  leg  and  fixed  stud  with  wing  nut  -  for 
firing80  '  a,mi"g>  M.G.,  Mk.  2  or  Mk.  3,  for  night 

^ZB0434)"  8°reWS’  BA‘’  roundhead-  No.  2  X  *-in.”  Sec.  Z  2 


For  1  deflection  bar  foresight 


A  8852 


B  995 


A  3312 


A  9233 

A  3312, 
A  9048 
A  9941, 
C  2732 


| 


A  3312, 
B  5792 
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Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

ROLES,  SLIDE,  M.G. 

With  cord  and  bead 

Cl/BD  2562 

Mk.  1 

each 

1  7  0 

For  Vickers  -303-in.  M.G.,  Mk.  1  and  Mk.  7  ammn. 

Cl/BD  2564 

Mk.  3  . 

each 

1  7  0 

For  Vickers  -303-in.  M.G.,  Mk.  1  and  Mk.  7  ammn. 

Cl/BD  2565 

Mk.  4  . 

each 

1  6  0 

For  Mk.  8  ammn. 

SCREWDRIVERS 

Cl/BH  1238 

Double,  20-mm.  Oerlikon  M.G.,  Mk.  1 

each 

0  1  8 

Cl/BD  2573 

Large,  M.G.,  Mk.  1  . 

each 

0  0  10J 

Cl/BH  0379 

Polsten  20-mm.  M.G.,  Mk.  1  . 

each 

0  11 

Cl/BD  2574 

Small,  M.G.,  Mk.  1  . 

each 

0  0  8J 

Cl/BD  2577 

SHACKLES,  CONDENSER,  STEAM,  MK.  1 

each 

e 

o 

Consisting  of  wire  stirrup,  swivel  and  4- in.  length  of  brass  M.G. 

chain 

For  securing  cap  of  Can,  condenser,  steam;  Vickers  -303-in. 

M.G.,  Mk.  1 

Cl /BE  9695 

SIGHTS,  A.A.  UNIVERSAL,  M.G.,  MK.  2 

set 

0  17  0 

For  Mtgs.,  airborne,  20-mm.  gun.  No.  2,  Mk.  2  and  Mtgs., 

universal,  No.  2,  Mk.  1 

Cl/BE  9713 

Backsights,  Mk.  2 . 

each 

0  8  0 

Cl /BE  9712 

Foresights,  Mk.  2  . 

each 

0  10  9 

SIGHTS,  DIAL,  M.G. 

With  Level,  emergency,  M.G.  dial  sight,  Mk.  1  or  C,  Mk.  1  and 

Sight,  lensatic,  Mk.  1  (Sec.  V  5);  for  Guns,  machine,  Vickers, 

•303-in.,  Mk.  1 

Cl/BD  8610 

Mk.  1* 

each 

28  0  0 

Cl/BD  6447 

Mk.  3  . 

each 

Cl /CM  28A 

Mk.  4  . 

each 

40  10  0 

Cl/CCM  28A 

C,  Mk.  4  . 

each 

L.  of  C. 
Ref. 


A  9393 


B425G 


C  1921 
A  3744 
C  2024 
A  3312 

A  3312 


B  7241, 
C  2430 


B  3158, 
B  5285 
B  5106 

B  5285 

C  2496 
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\ 


Cl  CM  335 
Cl  CM  135 
Cl/CGB  4683 
Cl /CM  315 
Cl /CM  328 
Cl /CM  329 
Cl/BD  8640 
Cl /CM  331 
Cl/BD  8641 
Cl/BD-C  8641 
Cl/BD  8642 
Cl/BD-C  8642 


Cl /CM  147 
Cl/CM  320 
Cl /MG  4355 
Cl/BD  8644 
Cl/CM  149 


Cl/CM  151 
Cl /MG  4174 
Cl/CM  152 
Cl/BD  8626 
Cl/CM  157 
Cl /MG  4175 


Cl/CM  160 


The  following  components  are  common  to  Sights,  dial  MG  Mks  1*  ^inddin^r  a 

&  =>,  uidi,  1T1.U.  iviKs.  i  ,  d  and  4  and  C,  Mk.  4  unless  otherwise  stated  in  the  detail. 


SIGHTS,  DIAL,  M.G. 

Arms,  clicker,  range  drum 
Caps,  bubble 
Caps,  bubble 

Clamps,  friction,  angle  of  sight  drum 
Clamps,  lead  screw 
Collars,  lead  screw 
Cursors 
Detents 

Drums,  angle  of  sight 
Drums,  angle  of  sight 
Drums,  range 
Drums,  range 
Levers 

Clicker  . 

Levelling 
Levelling 

Levelling,  lensatio  sight 

Nuts,  clamping  stud  and  lead  screw  clamp 
Pms 

Axis,  clicker  lever 
Axis,  carrier 
Axis,  zero  latch 
Fixing,  collar 
Register,  bracket  screw 
Retaining,  carrier  axis  pin 
Screws 

Adjusting,  dial 
Adjusting,  pivot  bracket 


each 

each 

each 

each 

each 

each 

each 

doz. 

each 

each 

each 

each 


each 

each 

each 

each 

each 


each 

each 

each 

100 

each 

each 


doz. 


0  4 
0  0 


0  3  6 
0  2  3 
0  0  3 


For  Mks.  1*  3  and  4  sights 
For  C,  Mk.  4  sights 


0  10  6 


0  12  0 
0  17  9 


0  0 
0  3 


0  3  8 

0  1  1 

o  o  5J 


0  5  6 


With  lead  screw 


With  stud  ;  for  Mks.  1*,  3  and  4  sights 
With  stud  ;  for  C,  Mk.  4  sights 
With  stud  ;  for  Mks.  I*,  3  and  4  sights 
With  stud  ;  for  C,  Mk.  4  sights 


With  handle 


C  2793 


C  2631 


•064-in.  x  -35-in. 


C  2631 


Demand  as  “Screws,  B.A.,  steel,  cheesehead,  No.  4  x  A -in  ” 
i  Sec.  Z  2  (ZB  11900)  ™ 
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Section  and 
Cat.  or 

Designation. 

Unit  of 
Issue. 

£  a.  d. 

Detail. 

L.  of  C. 
Ref. 

Part  No. 

* 

Cl /CM  161 


Cl/CM  163 
Cl/CM  338 
Cl/CM  164 


Cl/BD  8624 
Cl/BD  8625 
Cl/CM  339 

Cl/CM  172 
Cl/CM  173 
Cl/BD  8643 
Cl/CM  340 
Cl/CM  341 
Cl/CM  176 
Cl/CM  174 
Cl/CM  175 
Cl/CM  177 
Cl/CM  178 
Cl/CM  345 
Cl/CM  181 
Cl/CM  183 

Cl /MG  4176 


SIGHTS,  DIAL,  M.G. — continued 
Screws — continued 

Bracket  . 

Clamping,  pivot  bracket 

Friction  clamp  . 

Lensatic  sight  levelling  lever 
Locking,  levelling  lever  .... 
Securing,  lensatic  sight 

Spring,  lensatic  sight  carrier 


doz. 


doz. 

doz. 

doz. 


Shims,  levelling  lever 

•002-in.  thick  . 

•003-in.  thick  . 

Spindles,  lensatic  sight  worm 
Springs 

Clamping  stud . 

Clicker  lever  and  friction  clamp 

Detent  . 

Detent  . 

Friction  lead  screw . 

Lensatic  sight  carrier  . 

Lensatic  sight  worm  carrier 

Range  drum  clicker  arm  . 

Worm  spindle  bearing 

Zero  latch  . 

Stops  . 

Studs,  axis,  clicker  arm  and  friction  clamp 

Studs,  clamping,  clicker  lever  . 

Washers 

Carrier  axis-  pin  . 


100 

100 

each 

doz. 

doz. 

doz. 

doz. 

doz. 

doz. 

doz. 

doz. 

doz. 

doz. 

each 

each 

each 

doz. 


1  1  0 


0  10  6 
0  6  0 
0  3  6 


Demand  as  “  Screws,  B.A.,  steel,  cheesehead,  No.  4  X  f-in.” 
Sec.  Z  2  (ZB  11906) 


Demand  as  “Screws,  B.A.,  steel,  csk.  head.  No.  4  X  ife-in.” 
Sec.  Z  2  (ZB  12236) 

Demand  as  “Screws,  B.A.,  steel,  cheesehead.  No.  4  X  J-in., 
rustproof  ”  Sec.  Z  2  (ZB  11055) 


0  16  6 
0  18  3 


0  1  5 


1  11  6 
0  8  3 
14  0 


Assembled 


0  15 

0  1  5 
12  0 
0  6  6 
0  0  8} 
0  0  4| 


C  2631 


SECTION  C  1 — MACHINE 


Cl /CM  184 

Cl /CM  185 

Cl /CM  343 
Cl /CM  186 

Cl /CM  187 
Cl/CGE  4681 
Cl /CM  323 
Cl/CCM  323 
Cl/CM  344 
Cl/CCM  344 


Cl/BD  2611 
Cl  BD  2612 
Cl/BD  2613 
Cl/BD  2614 

Cl/BD  2615 
Cl/BD  2616 
Cl/BD  2617 

Cl/BD  2623 

C1;BD  2624 
Cl  /BD  2625 


i  DIAL,  M.G. — -continued 

Washers — continued 
Clamping  stud  and  lead  screw 

CLAMP 

Lever,  levelling,  locking  screw 
Spring,  lead  screw  clamp 
Spring,  pivot  bracket  adjusting  and 

SECURING  SCREW 

Wheels,  clicker  worm  spindle 
Wheels,  clicker  worm  spindle 
Wheels,  worm,  lensaiic  sight  pivot  bracket 
Wheels,  worm,  lensatic  sight  pivot  bracket 
Worms,  lensatic  sight 
W  orrns,  lensatie  sight 

inGImTg  NIGHT’  BACK’  vickers  -303- 

Mk.'l" 

Bodies 

I  Mk.  2 

Bodies 

;  Mks.  l  and  2 

Plates,  sight 

Screws 

Springs 

F0RE>  ACKERS  303- 

Bodies 

Plates 

Screws,  plate 


doz. 

doz. 

doz. 

doz. 

each 

each 

each 

each 

each 

each 


each 

each 

each 

each 

each 

100 

each 


each 

each 

each 
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GUNS,  MOUNTINGS  AND  APPURTENANCES 


£  s.  d . 

1 

Detail. 

L.  of  C. 
Ref. 

0  2  3 

0  0  104 
0  1  2 

0  8  3 

0  1  2 

For  Mks.  1*  3  and  4  sights 

For  C,  Mk.  4  sight 

For  Mks.  I*,  3  and  4  sights 

For  C,  Mk.  4  sight 

hor  Mks.  1*,  3  and  4  sights 

For  C,  Mk.  4  sight 

1 

0  10  0 

0  4  5 

o  3  n 

0  3  0 

> 

1 

A  1253 

A  1253 

0  0  3 

0  6  6 

0  0  4J 

• 

0  10  6 

0  5  0 

0  0  5£ 

i 

Demand  as  Guns,  machine,  Vickers,  -303-in,  Mk  1— Screws 
graduated  plate,  upper  (BD  0907)  *  l— Screws, 

A  3312 

A  3201 

> 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BD  2627 
Cl/BD  2628 
Cl/BD  2629 

Cl /A  A  1640 


Cl/ A  A  5663 
Cl/CA  0737 
Cl/BH  1239 
Cl/BH  1809 
Cl/BH  1240 
Cl/BD  2641 
Cl/MG  5457 
Cl/BH  1241 
Cl/BH  1810 

C1/SM57 
Cl/SM  56 


Designation. 


Unit  of 
Issue. 


SIGHTS,  NIGHT,  FORE,  VICKERS 
•303-IN.  M.G.,  MK.  1— continued 
Screws,  spring 
Springs,  left 
Springs,  right 

SLINGS,  BREN  -303 -IN.  M.G. 

No.  1,  Mk.  1 


No.  1,  Mk.  2 

SLINGS,  WEB,  58  IN.,  MK.  1 
SPANNERS 

Breech,  face-piece,  20-mm.  Oerlikon  M.G., 
Mk.  1 

Bush,  eccentric,  20-mm.  Universal  mtg., 
Mk.  1 

Key,  barrel  spring  ring  seating,  20-mm. 
Oerlikon  M.G.,  Mk.  1 
Muzzle-attachment,  blank,  Vickers  -303-in 
M.G.,  Mk.  1 
No.  1125,  Mk.  1 

Tubular,  Part  2  double  loading  stop,  Mk.  2 
20-mm.  Oerlikon  M.G.,  Mk.  1 
Turntable,  bearing  nut,  20-mm.  Universal 
mtg.,  Mk.  1 
STRAPS 

Base  plate,  20-mm.  60-rd.  magazine,  Mk.  1 
Seat,  20-mm.  60-rd.  magazine,  Mk.  1 


£  si  d. 


Detail. 


L.  of  C. 
Ref. 


100 

1 

1# 

0 

! 

1 

each 

0 

0 

li 

each 

0 

0 

H 

j 

each 

0 

1 

10 

Consisting  of  2  Hooks,  sling,  Bren  •  303-in.  M.G.,  Mk.  1  (AA  1132) ; 

B  1523, 

1  Sling,  rifle,  web— Bee.  B  1  (AA  1657) 

Also  for  O.  M.L.  2-in.  mortars,  Mks.  2  to  2**  and  7  (Sec.  M  1) 

C  2376 

each 

Consisting  of  2  Hooks,  sling,  Bren  -303-in.  M.G.,  Mk.  1  (AA 

C  2376 

1132) ;  1  Sling,  web,  58-in.,  Mk.  1  (CA  0737) 

C  2376 

each 

For  Sling,  Bren  -303-in.  M.G.,  No.  1,  Mk.  2 

each 

0 

7 

3 

C  1921 

C  740 

each 

C  2199 

each 

1 

1 

a 

C  1921 

each 

each 

0 

2 

2 

Tubular  box,  J-in.  x  9-in.,  with  handle  ;  for  Mtg.,  triple, 

A  9233 

C  2129 

20-mm.,  No.  3,  Mk.  1 

C  1921 

each 

0 

6 

6 

C  740, 

each 

With  buckle  and  quick-release  fastener;  for  Mtg.,  airborne. 

C  2199 
C  2198 

each 

20-mm.  gun.  No.  2,  Mk.  2 

i  C  2198, 

|  C  2961 

each 

I 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 

Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Cl /MG  25 A 

SUPPORTS,  SCREWED,  303-IN.  BREN 

M.G.,  MK.  1  .  . 

each 

TINS,  GREASE 

Cl/BH  1242 

20-mm.  Oerlikon,  Mk.  1 

each 

0  0  4} 

Cl/BH  0405 

20-mm.  Polsten  M.G.,  Mk.  1 

each 

o  0  41 

Cl/MG  5513 

TOOLS,  ASSEMBLING,  BARREL 

WASHER,  303  IN.  BREN  M.G.,  MK.  1 

each 

0  1  7 

Cl/BD  2652 

TOOLS,  BELT  REPAIRING,  VICKERS 

•303-IN.  M.G.,  MK.  1 

each 

0  7  3 

TOOLS,  BUSHINGS,  CROSSHEAD,  303  IN. 

M.G.  TRIPOD  MOUNTINGS 

Cl/BD  9260 

Bushes,  loose 

each 

Cutters 

Cl/BD  9261 

Facing,  external  . 

each 

Cl/BD  9262 

Facing,  internal  . 

each 

Cl/BD  9263 

Recessing  . 

each 

Cl/BD  9264 

Sizing  . 

each 

Jigs 

Cl/BD  9265 

Drilling . 

each 

Cl/BD  9266 

Reaming . 

each 

Cl/BD  9267 

Plugs,  spotting 

each 

Reamers 

Cl/BD  9268 

Finishing,  1st . 

each 

Cl/BD  9269 

Finishing,  2nd . 

each 

‘  % 

Leg 

Cl/BD  9270 

No.  1  . 

each 

Cl/BD  9271 

No.  2  .... 

each 

Cl/BD  9272 

No.  3  .  ""  ;;;; 

each 

Also  for  -S-in.  belts 


For  Mk.  4b  tripod  mtg. 


Detail. 


L.  of  C. 
Ref. 


C  739 

C  1921 
C  2024 

C  3297 

A  3312 


C  3336 

C  3336 
C  3336 
C  3336 
C  3336 

C  3336 
C  3336 
C  3336 
• 

C  3336 
C  3336 

C  3336 
C  3336 
C  3336 


TS 
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SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 

Part  No. 

Designation. 

Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C. 
Ref. 

TOOLS,  BUSHINGS,  CROSSHEAD,  303-IN. 
M.G.  TRIPOD  MOUNTINGS — continued 
Reamers — continued 

1 

Cl/BD  9273 
Cl/BD  9274 
Cl/BD  9275 
Cl/BD  9276 

Cl/BD  9277 
Cl/BD  927$ 
Cl/BD  9279 


Cl/BE  9280 
Cl /BE  9620 
Cl/BE  9282 

Cl/BE  9283 
Cl/BE  9284 
Cl/BE  9285 
Cl/BE  9286 
Cl/BE  4240 

Cl/BH  0375 


Cl/BD  2653 
Cl/BD  2654 


No.  4  . 

No.  5  . 

No.  6  ....  . 

Slips,  jig,  drilling  . 

Taps 

Finishing . 

Leg  . 

Wrenches 

TOOLS,  COMBINATION,  BREN  303-IN 
M.G. 

Mk.  1  . 

Hammers,  copper  . 

Pins,  screwdriver  . 

Screwdrivers 
Forked,  large 
Forked,  small 
Large  .... 

Small  .... 

Mk.  2 

TOOLS,  COMBINATION,  POLSTEN 
20-MM.  M.G.,  MK.  1 . 

TOOLS,  COMBINATION,  VICKERS  -303- 
IN.  M.G. 

Mk.  1  . 

Mk.  2 


each 

each 

each 

each 

each 

each 

each 


each 

100 

100 

doz. 

doz. 

doz. 

doz. 

each 


each 


each 

each 


10  6 
1  17  0 
0  7  6 

0  11  0 
0  10  6 
0  8  0 
0  8  0 
0  15 


0  18  6 


10  6 
0  9  9 


For  unit  armourers 


C  3336 
C  3336 
C  3336 
C  3336 

C  3336 
C  3336 
C  3336 


B  2380 


C  2024 


SECTION  C  1-MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Cl/BD  2655 
Cl/BD  2656 
Cl/BD  2657 
Cl/BD  2658 

Cl/BE  9316 


Cl/BE  9685 
Cl/BH  1243 


Cl/BD  8957 
Cl/BD  8958 
Cl/BD  8959 
Cl/BD  8960 


Cl/BD  2659 
Cl/BD  2660 

Cl/BH  1245 


Cl/BD  2671 


TOOLS,  EYELETING,  M.G.,  MK  1 
Blocks 
Pins,  guide 
Punches 

M°C.!^MKMfGA2WES’  BHE"  •*“-“• 

ssa  fouu"'!-  b”'k 

22  SXS-mTT  ,fLATE- 

qn?TN  m  ?ES^IRING’  CROSSHEAD, 
•303-IN.  M.G.  TRIPOD  MTG. 

Bars,  boring 
Bushes 
Drills 
Taps 

TOOLS,  REPAIRING,  -303-IN.  M  G 
TRIPOD  MTG.  U 

Punches,  swaging 

Plain,  Me.  1 
Bing,  Mk.  1 

TUBES,  CLAMP,  BARREL  SPRTVr 
20-MM.  OERLIKON  M.G.V  MK.  1  ’ 

TUBINGS,  CONDENSER,  STEAM 
VICKERS  -303-IN.  M.G.  ’ 

Mk.  IB 


each 

each 

each 


each 

each 

each 

each 


each 

each 


each 


each 


1  3  6 

0  0  10$ 
0  0  3 


For  repair  of  Vickers  gun  belts  fitted  with  brass  strips 


For  setting  lips  of  No.  1  magazines 
For  Cylinders,  gas,  Mks.  2  and  3 


0  3  6 
0  4  7 


0  9  0 


For  Mk.  4b  tripod  mtg. 


For  Mk.  4b  tripod  mtg. 

For  tumbler  bearings  in  crosshead 
For  trunnions  of  tumbler 


0  10  6  I  “'and^prfng  J°int’  e'b°W’  ^'^-release,  Mk.  1  with  cap 


B  3932 

C  2200 
C  1921 


C  3336 
C  3336 
C  3336 
C  3336 

A  3567, 
C  3336 


C  1921 


A  7133 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and  j 
Cat.  or 
Part  No. 


Designation . 


|  Unit  of 
I  Issue. 


TUBINGS,  CONDENSER,  STEAM,  VICK- 
1  ERS  -303-IN.  M.G. — continued 

Cl/BD  2672  Mk.  3  . 

Cl/BD  2673  Hose,  rubber,  4-ply . 

Cl/BD  2674  Joints,  elbow,  quick-release,  Mk.  3 

Cl/BD  2675  Spigots  .... 

Wire,  copper 

Cl/BD  2680  Mk.  3,  dummy 

WALLETS,  SPARE  PARTS,  BREN  303- 
IN.  M.G.,  MK.  1 

Cl/BE  9343  Empty  . 

Cl  BE  9344  Filled 

WALLETS,  VICKERS  303-IN.  M.G.,  MK.l 
Cl/BD  2690  Empty 

Cl/BD  2691  Filled  . 

WASHERS,  BARREL,  -303-IN.  BREN 
!  M.G. 

Cl /MG  5511  -002-in.,  Mk.  1 

Cl/MG  5512  003-in.,  Mk.  1 

Cl/BD  2696  |  WASHERS,  LEATHER,  M.G.,  MK.  1 

WHEELS,  DETACHABLE 
i  No.  14,  Mk.  1 

J  No.  47,  Mk.  1 


each 

each 

each 

each 


each 


each 

each 


each 

each 


each 

each 

100 


£  5.  d.  I 


Detail. 


L.  of  C. 
Ref. 


0  6  9 


3  9 
6  3 


0  0  6J 


0  1  6 


0  7  6 

2  2  0 


0  3  4 
5  5  0 


0  0  1 
0  0  1 
0  3  1 


f-in.  x  6-ft. 

Demand  as  “Wire,  copper,  soft,  No.  18  S.W.G.”  Sec.  G2 
(GB  11186) 


For  contents  see  Equipment  Tables  relevant  schedule 


For  contents,  see  Equipment  Tables  relevant  schedule 


For  milled  head 

Sec.  LV  6-MT  14  (40404).  For  Wheels,  pneumatic,  No.  31, 
Mk.  1  (Sec.  N  3),  No.  121,  Mk.  1  and  No.  126,  Mk.  1 
Sec.  LV  6-MT  14  (29196).  For  Wheels,  pneumatic,  No.  132, 
Mk.  1  and  No.  133,  Mk.  1 


B  1726 


C  3297 
C  3297 
A  3312 

C  740 


mnm 
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SECTION  C  1— MACHINE  GUNS,  MOUNTINGS  AND  APPURTENANCES 


Section  and 
Cat.  or 
Part  No. 


Cl/BH  1820 


Cl/BH  1968 


Cl/BH  2341 


Cl/BH  2343 


Designation. 


WHEELS,  PNEUMATIC 
No.  121,  Mk.  1 

Hubs,  wheel,  anti- friction,  detach 
ABLE,  No.  126 

Wheels,  detachable.  No.  14,  Mk.  1 

No.  126,  Mk.  1 

Hubs,  wheel,  anti- friction,  detach¬ 
able,  No.  125 

Wheels,  detachable,  No.  14,  Mk.  1 

No.  132,  Mk.  1 

Hubs,  wheel,  anti- friction,  detach¬ 
able,  No.  132 

Wheels,  detachable,  No.  47,  Mk.  1 

No.  133,  Mk.  1 

Hubs,  wheel,  anti- friction,  detach¬ 
able,  No.  133 

Wheels,  detachable,  No.  47,  Mk.  1 


Unit  of 
Issue. 

£  s.  d. 

Detail. 

L.  of  C. 
Ref. 

each 

For  Mtgs.,  universal,  20-mm.  gun,  No.  2,  Mk.  1 

C  740 

See  under  Hubs 

See  under  Wheels,  detachable 

each 

For  Mtgs.,  universal,  20-mm.  gun.  No.  2,  Mk.  1 

C  740 

See  under  Hubs 

See  under  Wheels,  detachable 

each 

lor  Mtgs.,  airborne,  20-mm.  gun,  No.  2,  Mk.  2  ;  left 

C  2198. 

C  2316 

See  under  Hubs 

See  under  Wheels,  detachable 

each 

For  Mtgs.,  airborne,  20-mm.  gun.  No.  2,  Mk.  2  ;  right 

C  2198, 

C  2316 

See  under  Hubs 

See  under  Wheels,  detachable 

% 
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INDEX  TO  CATALOGUE  AND  PART  NUMBERS 


Cat.  or 

Part  No. 

Page. 

Cat.  or 

Part  No. 

AA  1132 

51 

AA  1640 

91 

AA  5563 

91 

BD  0101 

BD  0102 

BD  0131 

BD  0132 

BD  0133 

BD  0136 

BD  0160 

BD  0161 

BD  0162  * 

BD  0163 

BD  0164 

AN  2011  SA 

51 

BD  0165 

BD  0168 

BD  0169 

BD  0172 

BD  0173 

BD  0176 

BD  0192 

BD  0195 

BD  0200 

BD  0202 

BD  0203 

BD  0204 

BD  0005 

1 

BD  0220 

BD  0027 

3 

BD  0221 

BD  0028 

3 

BD  0222 

BD  0029 

3 

BD  0225 

BD  0035 

4 

BD  0226 

BD  0040 

4 

BD  0228 

BD  0041 

4 

BD  0229 

BD  0042 

4 

BD  0247 

BD  0043 

4 

BD  0260 

BD  0044 

4 

BD  0261 

BD  0045 

4 

BD  0262 

BD  0046 

4 

BD  0270 

BD  0047 

4 

BD  0271 

BD  0062 

5 

BD  0272 

BD  0063 

5 

BD  0273 

BD  0064 

5 

BD  0274 

BD  0093 

6 

BD  0275 

BD  0095 

6 

BD  0276 

BD  0099 

6 

Page.  I 

Cat.  or 

Part  No.  | 

Page. 

6 

BD  0600 

40 

7  1 

BD  0601 

40 

7 

BD  0602 

41 

7  1 

BD  0604 

41 

7 

BD  0605 

41 

7 

BD  0610 

41 

8 

BD  0620 

41 

9 

BD  0622 

41 

9 

BD  0624 

41 

9 

BD  0625 

41 

9 

BD  0626 

41 

9 

BD  0628 

41 

9 

BD  0629 

41 

9 

BD  0635 

42 

9 

BD  0636 

42 

9 

BD  0637 

42 

9 

BD  0638 

42 

10 

BD  0639 

42 

10 

BD  0645 

42 

BD  0646 

42 

BD  0647 

42 

BD  0648 

42 

BD  0650 

42 

BD  0651 

42 

BD  0652 

42 

BD  0653 

42 

BD  0657 

42 

BD  0660 

42 

BD  0665 

42 

10 

BD  0680 

42 

10 

BD  0690 

43 

10 

BD  0691 

43 

10 

11 

11 

11 

11 

11 

11 

11 

13 

16 

16 

BD  0700 

43 

16 

BD  0710 

43 

16 

BD  0711 

43 

16 

BD  0712 

43 

16 

BD  0715 

43 

16 

BD  0716 

43 

16 

BD  0720 

43 

16 

BD  0730 

43 

16 

BD  0735 

43 

BD  0740 

44 

BD  0741 

43 

BD  0742 

43 

BD  0745 

43 

BD  0746 

43 

|  BD  0747 

43 

!  BD  0748 

43 

BD  0751 

43 
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INDEX  TO  CATALOGUE  AND  PART  NUMBERS 


-continued. 


Cat.  or 

Part  No. 


BD  0753 

44 

BD  0755 

44 

BD  0760 

44 

BD  0761 

44 

BD  0762 

44 

BD  0765 

44 

BD  0768 

44 

BD  0770 

44 

BD  0772 

44 

BD  0774 

44 

BD  0776 

44 

BD  0777 

44 

BD  0790 

44 

BD  0795 

44 

BD  0797 

44 

BD  0799 

44 

BD  0802 
BD  0803 
BD  0805 
BD  0806 
BD  0807 
BD  0808 
BD  0809 
BD  0810 
BD  0811 
BD  0812 
BD  0813 
BD  0815 


45 

45 

45 

45 

45 

45 

46 
45 
45 
45 
45 
45 


BD  0816 

45 

BD  0817 

45 

BD  0818 

45 

BD  0820 

45 

BD  0821 

45 

BD  0822 

45 

BD  0823 

45 

BD  0824 

45 

BD  0825 

45 

BD  0828 

45 

BD  0830 

46 

BD  0832 

46 

BD  0835 

46 

BD  0836 

46 

BD  0837 

46 

BD  0840 

46 

BD  0841 

46 

BD  0842 

46 

BD  0844 

46 

BD  0860 

46 

BD  0862 

46 

BD  0863 

46 

BD  0864 

47 

BD  0865 

47 

BD  0871 
BD  0872 
BD  0873 
BD  0875 
BD  0876 
BD  0880 
BD  0882 
BD  0884 
BD  0885 
BD  0890 
BD  0896 
BD  0897 


BD  0900 
BD  0901 
BD  0902 
BD  0903 
BD  0905 
BD  0906 
BD  0907 
BD  0908 
BD  0909 
BD  0920 
BD  0922 
BD  0924 
BD  0926 
BD  0927 
BD  0928 
BD  0930 
BD  0931 
BD  0932 
BD  0935 
BD  0936 
BD  0940 
BD  0943 
BD  0944 
BD  0946 
BD  0948 
BD  0949 
BD  0951 
BD  0952 
BD  0953 
BD  0954 
BD  0955 
BD  0956 
BD  0957 
BD  0958 
BD  0959 
BD  0960 
BD  0970 
BD  0972 
BD  0973 
BD  0983 


|  Page. 

1 

Cat.  or 
|  Part  No. 

Page. 

!  47 

BD  0985 

1  50 

47 

BD  0987 

1  50 

47 

BD  0993 

1  50 

47 

BD  0994 

50 

47 

BD  0995 

50 

47 

BD  0996 

i  50 

47 

47 

47 

47 

47 

47 

BD  2000 

i  51 

BD  2014 

;  51 

BD  2027 

i  51 

BD  2050 

52 

BD  2051 

53 

47 

BD  2052 

53 

BD  2053 

53 

48 

BD  2054 

53 

48 

BD  2055 

53 

48 

BD  2056 

53 

48 

BD  2057 

53 

48 

BD  2058 

53 

48 

BD  2059 

53 

48 

BD  2060 

53 

48 

BD  2061 

54 

48 

BD  2062 

54 

48 

BD  2063 

54 

48 

BD  2226 

75 

48 

BD  2227 

75 

48 

BD  2228 

75 

48 

BD  2229 

75 

48 

BD  2230 

75 

48 

BD  2231 

75 

48 

BD  2236 

75 

49 

BD  2238 

75 

49 

BD  2240 

75 

49 

BD  2243 

76 

49 

BD  2251 

76 

49 

BD  2256 

76 

49 

BD  2257 

76 

49 

BD  2260 

76 

49 

BD  2661 

70 

49 

BD  2265 

70 

49 

BD  2266 

76 

49 

BD  2267 

76 

49 

BD  2268 

76 

49 

BD  2269 

76 

49 

BD  2270 

76 

49 

BD  2275 

77 

50 

BD  2277 

77 

50  ! 

BD  2281 

77 

50 

BD  2282 

77 

50 

BD  2284 

77 

50 

BD  2285 

77 

50 

BD  2286 

77 

50  1 

BD  2290 

77 
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Cat.  or 

Part  No. 

Page. 

Cat.  or 

Part  No. 

BD  2295 

78  I 

BD  2503 

BD  2298 

1 

| 

78  j 

BD  2507 

BD  2510 

BD  2511 

BD  2512 

BD  2513 

BD  2514 

BD  2515 

BD  2516 

| 

BD  2518 

BD  2520 

BD  2521 

BD  2301 

78 

BD  2522 

BD  2302 

78 

BD  2523 

BD  2310 

78 

BD  2525 

BD  2315 

78  | 

BD  2527 

BD  2316 

78  1 

BD  2530 

BD  2317 

78 

BD  2532 

BD  2318 

78  1 

BD  2545 

BD  2320 

78 

BD  2546 

BD  2321 

78 

BD  2547 

BD  2322 

78 

BD  2552 

BD  2330 

78  | 

BD  2553 

BD  2331 

78  j 

BD  2557 

BD  2335 

79 

BD  2560 

BD  2336 

79 

BD  2562 

BD  2337 

79 

BD  2564 

BD  2338 

79 

BD  2565 

BD  2339 

79 

BD  2573  , 

BD  2340 

79 

BD  2574 

BD  2341 

79 

BD  2577 

BD  2351 

79  ! 

1 

BD  2611 

BD  2476 

82 

BD  2612 

BD  2477 

82 

BD  2613 

BD  2478 

82 

BD  2614 

BD  2479 

82 

BD  2615 

BD  2480 

82 

BD  2616 

BD  2481 

82 

BD  2617 

BD  2482 

83 

BD  2623 

BD  2483 

83 

BD  2624 

BD  2625 

BD  2627 

BD  2628 

BD  2629 

BD  2641 

BD  2652 

BD  2653 

BD  2654 

BD  2655 

BD  2656 

BD  2500 

83 

BD  2657 

BD  2502 

1  83 

1  BD  2658 

Page.  j 

Cat.  or 

Part  No. 

Page. 

83 

BD  2659 

94 

83 

BD  2660 

94 

83 

BD  2671 

94 

84 

BD  2672 

95 

84 

BD  2673 

95 

84  S 

BD  2674 

95 

83  j 

BD  2675 

95 

83  1 

BD  2680 

95 

84  1 

BD  2690 

95 

83 

BD  2691 

95 

84  ! 

BD  2696 

95 

84  j 

84 

84 

84  ! 

85  j 

85  | 

85  j 

85  ! 

85  j 

85 

86 

BD  4197 

7 

86 

86  j 

86 

87  j 

87  1 

87  1 

87 

87 

87 

BD  6031 

41 

BD  6034 

5 

t|  BD  6046 

4 

BD  6069 

8 

BD  6081 

5 

BD  6082 

6 

BD  6088 

5 

BD  6093 

5 

BD  6122 

41 

90 

BD  6202 

9 

90 

BD  6369 

14 

90 

BD  6440 

54 

90 

BD  6447 

87 

90 

| 

90 

90 

90 

90 

90 

91 

91 

91 

91 

92 

BD  7494 

4 

93 

93 

94 

94 

1  94 

1  94 

loo 
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INDEX  TO  CATALOGUE  AND  PART  NUMBERS — continued. 


Cat.  or 

Part  No. . 

Page. 

Cat.  or 

Part  No. 

Page. 

\  Cat.  or 

j  Part  No.  . 

Page. 

i 

i 

1 

BE  0096 

6 

i 

BE  0097 

6 

BE  0150 

8 

BE  0151 

8 

BE  0152 

8 

BE  0153 

8 

BE  0154 

8 

BE  0155 

8 

BE  0156 

8 

BE  0157 

8 

BE  0158 

8 

BE  0159 

8 

BE  0227 

11 

BE  2019 

84 

BE  2020 

84 

BE  4100 

56 

BE  4101 

56 

BE  4102 

56 

BE  4103 

56 

BE  4104 

56 

BE  4105 

56 

BE  4106 

56 

BE  4107 

56 

BE  4108 

56 

BE  4109 

56 

BE  4110 

56 

BE  4111 

51 

BE  4112 

20 

BD-C  8641 

88 

BE  4113 

22 

BD-C  8642 

88 

BE  4114 

22 

BE  4115 

22 

BE  4117 

23 

BE  4118 

24 

BE  4119 

24 

BE  4120 

24 

BE  4121 

24 

BE  4123 

25 
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Cat.  or 
Part  No. 


Page. 


BE  4124 

25 

BE  4125 

25 

BE  4126 

26 

BE  4127 

26 

BE  4128 

26 

BE  4129 

26 

BE  4130 

27 

BE  4131 

27 

BE  4132 

27 

BE  4134 

28 

BE  4135 

28 

BE  4136 

28 

BE  4137 

1  28 

BE  4138 

i  29 

BE  4139 

!  29 

BE  4140 

i  29 

BE  4141 

30 

BE  4142 

1  30 

BE  4143 

|  30 

BE  4144 

j  30 

BE  4145 

I  30 

BE  4146 

!  31 

BE  4147 

1  31 

BE  4148 

31 

BE  4155 

29 

BE  4160 

20 

BE  4161 

21 

BE  4198 

7 

BE  4199 

86 

i 


BE  4200 

l  86 

BE  4230 

1  51 

BE  4240 

93 

BE  6053 

4 

BE  6063 

6 

BE  6065 

4 

BE  6066 

4 

BE  6080 

6 

BE  6094 

& 

BE  6120 

7 

BE  6167 

7 

BE  6173 

7 

BE  6221 

10 

BE  6224 

10 

BE  6225 

10 

BE  6226 

10 

BE  6227 

10 

BE  6228 

10 

BE  6231 

10 

BE  6268 

10 

BE  6364 

15 

BE  6367 

15 

BE  6371 

51 

Cat.  or 
Part  No, 


BE  6456 
BE  6459 
BE  6460 


BE  6845 
BE  6846 
BE  6847 
BE  6848 
BE  6895 
BE  6903 
BE  6917 
BE  6918 
BE  6920 
BE  6924 


j  ™ 

16 

16 

I  17 

30 
i  23 
i  29 
I  27 
:  23 
I  27 


BE  7982 
BE  8169 
BE  8172 
BE  8176 
BE  8177 
BE  8178 
BE  8179 
BE  8180 
BE  8182 
BE  8183 
BE  8184 
BE  8185 
BE  8188 
BE  8189 
BE  8190 
BE  8191 
BE  8192 
BE  8202 
BE  8214 
BE  8215 
BE  8216 
BE  8217 
BE  8218 
BE  8219 
BE  8220 
BE  8221 
BE  8222 
BE  8223 
BE  8226 
BE  8228 


26 

23 

26 

20 

21 

23 

25 
27 
30 

30 

31 
31 

26 
29 
20 
20 
20 
29 

25 
31 

26 

23 

24 
23 
31 
29 
23 

27 
31 

28 


r* 
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INDEX  TO  CATALOGUE  AND  PART  NUMBERS— continued. 


Cat.  or 

Part  No. 

Page. 

Cat.  or 

Part  No. 

1 

Page. 

Cat.  or 

Part  No. 

Page. 

BE  9285 

93 

BE  9444 

23 

BE  9502 

28 

BE  9286 

93 

BE  9445 

50 

BE  9503 

28 

BE  9288 

56 

BE  9447 

24 

BE  9504 

28 

BE  9289 

56 

BE  9448 

23 

BE  9505 

28 

BE  9450 

24 

BE  9506 

28 

BE  9451 

24 

BE  9507 

29 

BE  9452 

24 

BE  9508 

29 

BE  9453 

24 

BE  9509 

29 

BE  9454 

24 

BE  9510 

29 

BE  9455 

25 

BE  9511 

29 

BE  9457 

25 

BE  9512 

29 

BE  9458 

25 

BE  9513 

30 

BE  9460 

25 

BE  9514 

30 

BE  9461 

25 

BE  9515 

30 

BE  9316 

94 

BE  9462 

25 

BE  9516 

30 

BE  9343 

95 

BE  9463 

25 

BE  9517 

30 

BE  9344 

95 

BE  9464 

25 

BE  9518 

30 

BE  9349 

28 

BE  9465 

25 

BE  9519 

30 

BE  9356 

23 

BE  9466 

25 

BE  9520 

30 

BE  9359 

22 

BE  9467 

25 

BE  9521 

30 

BE  9374 

29 

BE  9468 

26 

BE  9522 

30 

BE  9380 

21 

BE  9469 

26 

BE  9523 

30 

BE  9381 

24 

BE  9470 

26 

BE  9524 

30 

BE  9382 

24 

BE  9471 

26 

BE  9525 

30 

BE  9383 

29 

BE  9472 

26 

BE  9526 

31 

BE  9384 

26 

BE  9473 

26 

BE  9528 

31 

BE  9387 

22 

BE  9474 

25 

BE  9530 

31 

BE  9389 

22 

BE  9475 

26 

BE  9531 

31 

BE  9391 

30 

BE  9476 

23 

BE  9533 

31 

BE  9392 

27 

BE  9477 

26 

BE  9534 

31 

BE  9393 

26 

BE  9478 

26 

BE  9535 

31 

BE  9394 

22 

BE  9480 

27 

BE  9536 

14 

BE  9400 

5 

BE  9481 

27 

BE  9540 

55 

BE  9413 

21 

BE  9482 

27 

BE  9541 

55 

BE  9414 

!  21 

BE  9483 

27 

BE  9544 

55 

BE  9415 

23 

BE  9484 

27 

BE  9545 

55 

BE  9416 

I  22 

BE  9485 

27 

BE  9546 

55 

BE  9417 

20 

BE  9486 

27 

BE  9547 

55 

BE  9418 

21 

BE  9487 

27 

BE  9548 

55 

BE  9419 

21 

BE  9488 

27 

BE  9549 

55 

BE  9420 

21 

BE  9489 

27 

BE  9551 

71 

BE  9421 

21 

BE  9490 

27 

BE  9555 

72 

BE  9422 

22 

BE  9491 

28 

BE  9556 

72 

BE  9423 

22 

BE  9492 

28 

BE  9557 

72 

BE  9424 

22 

BE  9493 

28 

BE  9558 

72 

BE  9426 

22 

BE  9494 

28 

BE  9559 

72 

BE  9427 

22 

BE  9495 

28 

BE  9560 

72 

BE  9428 

22 

BE  9496 

28 

BE  9561 

72 

BE  9429 

22 

BE  9497 

29 

BE  9562 

72 

BE  9430 

22 

BE  9499 

29 

BE  9567 

72 

BE  9431 

22 

BE  9568 

72 

BE  9432 

22 

BE  9570 

73 

BE  9433 

22 

BE  9571 

73 

BE  9434 

23 

BE  9573 

73 

BE  9435 

23 

BE  9575 

73 

BE  9436 

23 

BE  9576 

73 

BE  9438 

23 

BE  9577 

73 

BE  9439 

23 

BE  9580 

73 

BE  9440 

23 

BE  9584 

73 

BE  9441 

23 

BE  9585 

73 

BE  9442 

23 

BE  9500 

28 

BE  9586 

73 

BE  9443 

23 

BE  9501 

28 

BE  9587 

12 
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Cat.  or 
Part  No. 

Page. 

j  Cat.  or 

I  Part  No. 

! 

j  Pag 

BE  9588 

12 

BE  9589 

12 

BE  9590 

12 

BE  9591 

12 

BE  9593 

73 

BE  9594 

73 

BE  9595 

74 

BE  9597 

74 

BE  9598 

74 

I  BE  9702 

21 

BE  9599 

74 

BE  9712 

87 

BE  9713 

87 

I  BE  9715 

28 

I  BE  9718 

31 

BE  9719 

21 

1  BE  9721 

74 

I  BE  9750 

15 

BE  9751 

15 

BE  9752 

15 

BE  9753 

15 

BE  9754 

15 

BE  9600 

74 

I  BE  9755 

15 

BE  9601 

74 

BE  9756 

15 

BE  9602 

74 

BE  9757 

15 

BE  9603 

74 

BE  9758 

16 

BE  9604 

74 

BE  9759 

16 

BE  9605 

74 

j  BE  9760 

16 

BE  9606 

74  1 

BE  9761 

16 

BE  9607 

74  i 

BE  9762 

16 

BE  9608 

74  f 

1  BE  9763 

16 

BE  9611 

74  j 

BE  9771 

27 

BE  9613 

75  ! 

BE  9773 

27 

BE  9614 

75  j 

BE  9780 

14 

BE  9615 

75  ! 

BE  9781 

14 

BE  9616 

75  | 

BE  9786 

14 

BE  9617 

75  i 

BE  9787 

14 

BE  9620 

93  | 

BE  9788 

14 

BE  9622 

73  j 

BE  9789 

14 

BE  9623 

74  f 

BE  9624 

12 

BE  9625 

12  J 

BE  9626 

12  j 

BE  9627 

12  ! 

BE  9628 

28  | 

BE  9643 

21  ! 

BE  9644 

21  } 

BE  9645 

21 

BE  9646 

21 

1 

BE  9647 

21 

BE  9648 

21  ! 

BE  9649 

22  I 

BE  9650 

22 

BE  9651 

23 

BE  9652 

24 

BE  9653 

31 

BE  9654 

26  f 

BE  9655 

30  1 

BE  9667 

26 

BE  9685 

94 

BE  9688 

25  I 

BE  9695 

87  | 

I 

1 

! 

j 

Cat.  or 
Part  No. 


Page. 


* 
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INDEX  TO  CATALOGUE  AND  PART  NUMBERS — continued. 


Cat.  or 

Part  No. 

Page. 

Cat.  or 

Part  No. 

Page. 

Cat.  or 

Part  No. 

i 

Page. 

BG  0230 

42  ! 

BH  0295 

39 

BH  0296 

39 

BH  0297 

39 

BH  0298 

39 

BH  0299 

39 

BH  0300 

39 

BH  0301 

39 

BH  0302 

40 

BH  0303 

40 

BH  0304 

40 

BH  0305 

40 

BH  0306 

40 

BH  0248 

39 

BH  0307 

40 

BH  0250 

37 

BH  0308 

40 

BH  0251 

37 

BH  0309 

40 

BH  0252 

37 

BH  0310 

40 

BH  0253 

37 

BH  0311 

40 

BH  0254 

38 

BH  0312 

40 

BH  0255 

38 

BH  0313 

40 

BH  0256 

38 

BH  0314 

40 

BH  0257 

38 

BH  0315 

40 

BH  0258 

38 

BH  0316 

40 

BH  0259 

38 

BH  0317 

40 

BH  0260 

38 

BH  0318 

40 

BH  0261 

38 

BH  0319 

40 

BH  0262 

38 

BH  0263 

38 

BH  0375 

93 

BH  0264 

38 

BH  0376 

85 

BH  0266 

38 

BH  0377 

85 

BH  0270 

38 

BH  0378 

3 

BH  0271 

38 

BH  0379 

87 

BH  0272 

38 

BH  0380 

14 

BH  0273 

38 

BH  0381 

85 

BH  0274 

38 

BH  0382 

11 

BH  0275 

38 

BH  0390 

38 

BH  0276 

38 

BH  0391 

38 

BH  0277 

39 

BH  0393 

39 

BH  0279 

39 

BH  0396 

37 

• 

BH  0280 

39 

BH  0282 

39 

BH  0283 

39 

BH  0284 

39 

BH  0285 

39 

BH  0286 

39 

BH  0287 

39 

BH  0288 

39 

BH  0289 

39 

BH  0290 

39 

* 

BH  0291 

39  • 

BH  0404 

13 

BH  0292 

39 

BH  0405 

92 

BH  0293 

39 

BH  0406 

12 

BH  0294 

39 

BH  0407 

6 
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Cat.  or 
Part  No. 

Page. 

I 

I  Cat.  or 

|  Part  No. 

BH  0429 

38 

BH  0520 

BH  0436 

20 

BH  0521 

BH  0437 

21 

BH  0522 

BH  0438 

21 

BH  0523 

BH  0439 

21 

i  BH  0524 

BH  0440 

21 

BH  0525 

BH  0441 

21 

BH  0526 

BH  0442 

29 

1  BH  0527 

BH  0443 

29 

BH  0529 

BH  0444 

24 

BH  0530 

BH  0445 

12 

I  BH  0531 

BH  0448 

29 

BH  0532 

BH  0450 

24 

BH  0556 

BH  0451 

24 

BH  0557 

BH  0452 

24 

BH  0558 

BH  0453 

24 

BH  0559 

BH  0454 

25 

BH  0562 

BH  0455 

25 

BH  0563 

BH  0457 

58 

BH  0564 

BH  0460 

20 

BH  0565 

BH  0467 

57 

BH  0566 

BH  0468 

57 

1  BH  0567 

BH  0469 

58 

BH  0568 

BH  0470 

60 

I  BH  0569 

BH  0471 

60 

BH  0472 

61 

BH  0474 

57 

BH  0475 

57  j 

BH  0476 

57  j 

BH  ,0478 

58  j 

BH  0480 

58  ] 

BH  0481 

58  i 

BH  0482 

58  | 

BH  0484 

59  S 

BH  0485 

59  f 

BH  0723 

BH  0488 

61  I 

BH  0727 

BH  0943 

BH  0500 

61 

BH  0944 

BH  0502 

6i  i 

BH  0945 

BH  0503 

61  ; 

BH  0946 

BH  0504 

61  ! 

BH  0947 

BH  0505 

61  I 

BH  0948 

BH  0506 

61  1 

BH  0949 

BH  0507 

62  | 

BH  0950 

BH  0508 

62  1 

BH  0951 

BH  0509 

62  f 

BH  0952 

BH  0510 

62  | 

BH  0953 

BH  0512 

63 

BH  0954 

BH  0513 

63  f 

BH  0955 

BH  0514 

63 

BH  0957 

BH  0517 

25 

BH  0958 

BH  0518 

23  | 

BH  0959 

BH  0519  | 

22  1 

BH  0960 

Page. 


62 
62 
62 
62 
62 
62 
63 
63 
62 
I  62 
61 
24 
31 
21 
24 

24 

25 
25 
28 
29 
29 
20 
24 
24 


26 

28 


71 

72 
71 
71 
71 
71 

71 

72 
72 

72 

73 
73 

3 

|  72 

I  72 
I  72 
!  72 


Cat.  or 
Part  No. 

I 

1 

BH  0961 

74 

BH  0962 

72 

BH  0963 

72 

BH  0964 

74 

BH  0965 

75 

BH  0978 

80 

BH  0979 

81 

BH  0982 

86 

BH  0995 

3 

Page. 


BH  1000 
BH  1001 
BH  1002 
BH  1003 
BH  1004 
BH  1005 
BH  1006 
BH  1007 
BH  1008 
BH  1009 
BH  1010 
BH  1012 
BH  1013 
BH  1014 
BH  1015 
BH  1016 
BH  1017 
BH  1018 
BH  1019 
BH  1020 
BH  1021 
BH  1022 
BH  1023 
BH  1024 
BH  1025 
BH  1026 
BH  1027 
BH  1028 
BH  1030 
BH  1031 
BH  1032 
BH  1033 
BH  1034 
BH  1035 
BH  1036 
BH  1037 
BH  1038 
BH  1039 
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36 

37  i 
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37 
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79 
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37  ! 
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BH  1326 

81 
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80 

33 
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80 

51 
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54 
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91 
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19 
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18 
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18 
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19 
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18 
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17 
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18 
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18 
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19 
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19 
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18 
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19 
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18 
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